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World’s Largest Bread Bakery Now Under 


Construction at 5230 E. Mockingbird, Dallas 


Architect and Engineer Contractor 
GEORGE DAHL * O'ROURKE CONST. CO. 


With 140,000 square feet floor space, Mrs. Baird's new In Dallas 
Dallas two-story bakery building — windowless, and the only for FEATHERLITE Concrete — 
completely air-conditioned bread bakery in the Nation — util- ap ool yee A 
izes 5500 yards of Featherlite Lightweight Structural Concrete RED-D-MIX CORPORATION 
that developed an average strength of 4200 pounds per square i <e -laaaaiaia lesa 
inch at 42 days (by laboratory tests). STerling 2151— 2221 Irving Bivd. 

Featherlite Concrete, with all its strength, is lighter in weight a a «hy 
than ordinary concrete by approximately 40%, requires less 
structural steel, and permits a thinner yet sturdier second floor ee ee ee ee 
slab that reduces over-all building height and costs. Featherlite pny pet Singleton Bivd. 
concrete was mixed on the job with DALLAS CONCRETE COM- 

PANY’S Mixermobile. * 

Add Featherlite’s exclusive features at right, and you'll HIGH STRENGTH! LIGHTWEIGHT! 
readily see why Featherlite Expanded Shale Aggregate is used PERMANENT! FIREPROOF! INSULATING! 
for all wall and second floor concrete in this outstanding modern _—_ Get the FACTS —— and independent commer- 
bakery building. cial laboratory data to support them—from 


SRD EWE LOE PIO LAER, Ang AL RENE Dy 


JACK FROST, President ALEX MICKLE, Executive Vice President 
H. HICKS ALLEN, Vice President and Chief Engineer 
EXPANDED 


rate .) CORPORATION. 


AGGREGATE Oldest and Largest Producers of Expanded Shale Aggregate in the South 
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Tower Petroleum Bidg. Telephone PRospect 3452 





MORE SIGNS FOR EUROPE BY M°AX — 


100 porcelain enamel identification signs for Gulf Oil 
Company being packed for shipment to Helsinki, Finland. 


Thousands of these signs have been made in Dallas by McAX for Gulf Service Stations 
throughout the United States and European countries. 
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McAX believes there is no substitute for Experience, no alter- 
native for Integrity, and no replacement for Quality. 


MSMATH : LV GE) 


628 THIRD AVENUE DALLAS 10, TEXAS 


ENGINEERS, DESIGNERS and MANUFACTURERS of PORCELAIN ENAMEL, PLASTIC and NEON SIGNS 
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Opened Dallas Store in 1872 


1869 st 
Wholesale Disribotees 
1$7 mrt cas 
White Swan Fine Foods 
1874 seien: 


Real Estate and Insurance 


17 
1876 me“ 


Experienced Retailers of 
Building Materials 
188 Sutton, Steele 
& Steele, Inc. 


Engineers and Manufacturers 
Specific Gravity, Electrostatic 


and Controlaire Separators 
188 Austin Brothers 
Steel Co. 


Steel for Structures of Every Kind 
The Egan 


189 Company 
Printing, Lithographing, and 
Embossed Labels 
189 Oriental Laundry 
and Cleaners 
Finer Laundering, Cleaning, 
and Fur Storage 


Sanger Bros. 


In Texas 


First National 


Bank in Dallas 
Banking 


National Bank 


of Commerce 
Banking 


PECTATOR comfort and convenience were not strong features of State 

Fair attractions back in 1910 when the above photograph of the old Coli- 
seum was taken. Originally built for a horse show arena, its dirt floor and park 
bench seats were a far cry from Dallas’ present fair entertainment facilities. 
Three years before Lindsley Waters, a Tennessee farm youth, came to Dallas 
to start a dairy operation that later became Tennessee Dairies. His first innova- 
tion was the construction of a sanitary milk barn. Its floors were scrubbed and 
its windows screened to keep out flies. Milkers were required to take a shower 
and put on clean uniforms before each milking. A milk room was installed 
where the milk was quickly cooled and then bottled by machines which auto- 
matically capped and sealed sterilized bottles. About 1920 Tennessee Dairies 
pioneered with a pasteurizing plant. Through the years the company has con- 
tinued to expand and today Tennessee Gold Seal Milk enjoys virtually Texas- 
wide distribution. 


Business Confidence Built on Years of Service 


Old firms like old friends demonstrate their worth by dependable service through 
long periods of prosperity and adversity. The Dallas business pioneers listed on 
this page have progressed with the city they have helped to build. Their long and 
successful operations point up to, the economic power and stability of the com- 
munity. They are counted as “old friends” by thousands of satisfied customers 
in the Dallas Southwest. 
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Your selling job is made easier 
by using our photographic service 
. . - prompt delivery. 


@ PORTRAITURE % 
@ PUBLICITY AND NEWS 
@ ILLUSTRATIVE 

@ ARCHITECTURAL — 

@ FASHION 

@ AERIAL Gia 


SQUIRE HASKINS 
Tel. ST-3223 —ST-3010 
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$449,650,126.39 
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$449,650,126.39 






















of? Oey, 

; %, , 
2 ¢) 77th year of dependable personal service 
o ° 
% - 

Men” DIRECTORS AND ADVISORY DIRECTORS 

NATHAN ADAMS W. A. GREEM, JR. w.t 
HONORARY CHAIRMAN PRESIDENT GENERAL 

OF THE BOARD W. A. GREEN COMPANY SOUTHWESTERN BELL 
GEO. N. ALDREDGE 






CHAIRMAN 
EXECUTIVE COMMITTEE 
A. MH. BAREY THE SCHOELLKOPF CO. 
PRESIDENT KURTH 
HIGGINBOTHAM-BAILEY CO. A PRESIDENT 
HENRY C. COKE, JR. SOUTHLAND PAPER MILLS DALLAS FEDERAL SAVINGS & 
COKE & COKE LUPKIN, TEXAS LOAN ASSOCIATION 




























ATTORNETS C. L. MANLOT 
ROSSER J. COKE «PROPERTY Manaceuent —-—-ROBERT. 2. SMITH 
COKE & COKE PIONEER AIR LINES, INC. 
ATTORNEYS W. 8. MARSH 
CARR P. COLLINS MANAGER R. MH. STEWART, JR. 
CHAIRMAN OF THE BOARD —HARRIS-LIPSITZ INTERESTS ‘i MOR 
rMisURANCE CO. HARRY $. MOSS mer ; 
INDEPENDENT Oll OPERATOR ARCH $. UNDERWOOD 
€. DeGOLYER . PRESIDENT 
a Wm. F. NEALE UNION COMPRESS ‘ 
Lt RESIDENT AREHOUSE CO. 
eusorr a fl “ee caine & CO. LUBBOCK, TEXAS 
EARL FAIN O'HARA 
CHAIRMAN OF THE BOARD 
INVESTMENTS OR. PEPPER CO. 







PRESIDENT 
SOUTHWESTERN LIFE 
CoDGAR L FUPPEN | HYMAN PEARLSTONE INSURANCE CO. 
M. 1, FREEDMAN = HIGCINSGTNAMFEARLSTONE ©—-«BEN_H. WOOTEN 
INVESTMENTS MARDWARE CO. PRESIDENT 


mmm NATIONAL BANK in DALLAS 


MEMBER FEDERAL DEPOSIT INSURANCE CORPORATION 


ib To. 















DALLAS © SEPTEMBER, 1952 

















WASHINGTON 


By Date MILLER 


Representative of the Dallas Chamber of Commerce 
in the Nation's Capital 
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The Profession of Politics 


HE PARABLE of strange bedfellows 

in politics can be applied to many a 
situation during presidential election 
years, and the usual quota of such an- 
omalies has come to pass during these 
hectic months of 1952. For example, to 
those Europeans who came to know Gen- 
eral Eisenhower and 
his political philos- 
ophy during the 
past few years, it 
must appear wholly 
incongruous that 
Candidate Eisen- 
hower should now 
be vigorously sup- 
porting such charac- 
ters as Senators 
McCarthy and Jen- 
ner and others, who worked so relent- 
lessly in Congress to frustrate his every 
effort. And it must seem incompre- 
hensible, too, that Candidate Stevenson 
should be comfortably confident of the 
support of the South while assuring 
labor bosses and organized minorities in 
Harlem and elsewhere of the enactment 
of legislation which is utterly repugnant 
to the southern political faith. Further- 
more, who would like to attempt an ex- 
planation of the phenomenon of why the 
Democratic party in Texas would 
promptly certify Candidate Stevenson as 
its nominee for president and then pass 
a resolution enthusiastically urging itself 
to support his opponent? Verily, politics 
is a strange and bewildering world. 

If the machinations of American 
politics are unintelligible to the average 
conscientious citizen, who finds it dif- 
ficult to understand why, in politics, one 
cannot act as one thinks, they are none- 
theless fully understood by the politician 
\imself, who has cheerfully made a pro- 
fession of thinking one way and acting 
nother, as expediency demands, and of 
idapting the machinery of politics to 
»hatever circumstances might promote 
lis own political fortunes and that of the 
jarty to which he nominally belongs. 
‘olitics is a profession, and those who 
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practice it understand its esoteric instru- 
ments, just as a doctor knows his cardio- 
graph and an architect his blueprints; 
and the various incongruities personified 
by the parable of the strange bedfellows 
are taken casually in stride as normal 
eventualities. 

It is no mystery to experienced poli- 
ticians, therefore, why the forces of 
Senator Taft should remain bitterly hos- 
tile to Mr. Eisenhower in private, yet 
glowingly extol his candidacy in public; 
nor why southern political leaders can 
cuss the Administration with fluency and 
fervor in the back rooms, and then take 
to the stump with speeches urging the 
election of a candidate who is daily 
pledging himself to a perpetuation of its 
policies. It is all a part of the business of 
politics, a normal functioning of the two- 
party system, for the first rule of the 
game is to win victory for your team, 
even if you don’t like the guy who is 
carrying the ball. 

The average citizen, who no doubt en- 
tertains a more idealistic view of the 
responsibilities of his political leaders, 
might have some difficulty understand- 
ing this materialistic behavior; but in 
the profession of politics itself such 
behavior is not only natural but ex- 
pected. There is no thought of hypocrisy, 
nor of any abandonment or corruption 
of principle. Their actions are based 
primarily on the practical consideration 
that if the interests of their constituents 
are to be promoted, and if their own 
political principles are ultimately to pre- 
vail, then the machinery of government 
must be in the control of their own party. 
If the Republican leaders who dislike 
Mr. Eisenhower should disavow him, 
they would defeat not only him but 
themselves; and the same is true of 
Democratic leaders who are unhappy 
with their own nominee. 

The politician knows that political 
power reposes less in the presidency than 
in the Congress, and he knows that the 
power in Congress reposes in the chair- 
men and ranking members of its com- 


mittees; he knows, too, that the organiza- 
tion and composition of such committees 
are controlled by the majority party. It 
is a practical system under which the 
machinery of government has always 
functioned and will no doubt continue 
to do so. Under such circumstances, the 
identities of candidates and the phrase- 
ology of platforms are comparatively un- 
important. What happens before the 
election is not nearly so important as 
what happens after. As one seasoned 
politician put it, a political platform is 
like the platform at a railroad station; 
you use it to get on the train, but after 
that you ride the train, and not the plat- 
form. 

The most paradoxical of all political 
relationships is probably that of the 
South and the modern Democratic party. 
There is no doubt that insofar as prin- 
ciples and objectives are concerned the 
South has been systematically and ruth- 
lessly exploited for 20 years by political 
opportunists elsewhere who have come 
to control the party. In a very real sense 
the South has become the captive of the 
party which was once its soul and des- 
tiny. And yet it is not entirely an unwill- 
ing captive, for its continued allegiance 
to the party label provides the South 
with power and influence where it really 
counts, in the halls of Congress. 

Legislation, for instance, is controlled 
by committees in Congress, and each 
committee is controlled to a great degree 
by its chairman, or often by its ranking 
member who takes over in the chair- 
man’s absence. It is a fact of real sig- 
nificance that of the 38 chairmen and 
ranking members of the 19 standing 
committees of the House, 24 are from the 
South and only nine from the North; 
five others are from western or border 
states. In the Senate the proportion is 
even greater. Of the 30 chairmen and 
ranking members of the 15 standing 
committees of the Senate, 18 are from 
the North; 11 others are from western or 


border states. To those who understand 


the exercise of political power, these fig- 
ures eloquently suggest that the South 
is not entirely abandoned or helpless 
waif in our political society. 

Perhaps the professional politicians, 
like the rest of us, should put principle 
above party, as we euphemistically de- 
scribe our political individualism. But in 
their own particular world the realisms 
of practical politics are not difficult to 
understand. To them the candidate and 
the platform are less enduring than their 
party, and they stay with their own, to 
sink or swim together in the tumultuous 
political sea. 
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bout the time folks had made up their minds to settle 
down on the banks of the Trinity and make a real city 
of Dallas, they decided to throw themselves a fair. 

Meager recollections of early historians indicate that they 
did just that about the year 1852, probably the first fair to 
be held in Texas. This began a hundred-year cycle of fairs 
that were held intermittently at first and then mushroomed 
into the present great series of state fairs. 

The State Fair of Texas is now in its sixty-seventh year. 

Dates of the 1952 fair are October 4 through 19 and it 
looms as the biggest and best of a regal procession. 

Not even local legend tells us what kind of fair the trad- 
ing post of 500 inhabitants was able to produce in 1852. But 
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Main Entrance in 1899 . 
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the first fair of which there is a definite record, a four-day > 
event in 1859, reportedly attracted 2,000 people. # 

After the Civil War and through the 1870’s small fairs | 
were held at intervals. 4 

But by 1886 Dallas was reaching for big-city status and” 
wanted an exposition to match. That is when the State Fair” 
of Texas was born as the Dallas State Fair and Exposition. ; 

The folks that organized it did not agree on the site, ~ 
which was the front part of the present fairgrounds, so half © 
of them went over to the other side of town and started a * 
fair of their own. Both fairs were pretty impressive for an — 
initial effort, but the next year they all got together and the © 
fair was really in the making. After a dozen years of indebt- © 
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edness, refinancings, foreclosures, fires, 
bad weather and other assorted troubles, 
the fair could boast that it was “the 
largest combined agricultural fair, ex- 
position and race meet in the United 
States”—and it was too. 

The fair made its first million in 1910, 
that is in attendance. In 1949, it broke 
two million for the first time. Last year 
total attendance was 2,320,129 for the 
16 days of the fair. And this year, the 
fair’s forty millionth visitor is expected 
to pass through the gates. 


State Fair Park today is one of the 
most magnificent showgrounds of its 
type in the world. The 187-acre fair- 
grounds embraces facilities valued at 
$35,000,000. Most of the impressive 
buildings were built for the Texas Cen- 
tennial Exposition in 1936, which ex- 
plains why a great many visitors, un- 
familiar with the fair and seeing it for 
the first time, exclaim: “But it looks 
like a world’s fair.” 





State Fair Chronology 


1852—Believed to be first year fair held 
in Dallas County or Texas. 
1859—First Dallas County Fair of which 
there is definite record. 
1862—Fair charter granted by ninth 
Texas Legislature, but no fair held 
because of Civil War. 
1868—One of fairs held by Dallas 
County A. & M. Association. 
1872—First fair held by North Texas 
Agricultural, Mechanical and 
Bloodstock Association. 
1886—Dallas State Fair and Exposition 
chartered, which was beginning 
of the state fairs. 
1893—First state fair to show substantial 
profits. 
1904—Began operation as State Fair of 
Texas after Dallas voters ap- 
proved proposition whereby city 
liquidated fair's mortgage and 
was to maintain fairgrounds as 
park; thereby relieving fair of 
many financial worries and be- 
ginning era of close co-operation 
between fair and Park Board. 
1910—Attendance estimated at more 
than one million for first time. 
1936—Texas Centennial Exposition gave 
fair biggest part of present mag- 
nificent fairgrounds plant. 
1946—Fair resumed operation after war- 
time lapse, beginning current 
booming expansion. 
1951—Attendance totaled a record 
2,320,129, largest in nation. 
1952——The sixty-seventh annual exposi- 
tion scheduled October 4 through 
19, bigger and better. 
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CHECKING EARLY FAIR SCRAPBOOKS ore Dr. Herbert Gambrell, left, and R. L. Thornton. They 

are looking at a 1900 ad for Cody Day at the fair, when Buffalo Bill Cody appeared with his famous 

Congress of Rough Riders of the World. Dr. Gambrell is president of the Texas State Historical Association 

and chairman of the department of history of Southern Methodist University. Mr. Thornton is president 
of State Fair of Texas. Dr. Gambrell also will be chief judge for the fair's chili contest this year. 


Men of Vision Built 
Texas’ Greatest Show 


HROUGHOUT its history, hard 

working men of vision, drive and 
imagination have got behind the State 
Fair to push it into its present position 
of peak leadership. 

J. B. Simpson was the first president 
of the fair. Directors were W. H. Gaston, 
Alex Sanger, J. S. Armstrong, T. L. 
Marsalis, W. J. Keller, J. M. Wendelkin 
and B. Blankenship. Since 1886, 161 
businessmen of prominence and stature 
have served on the fair’s board, which 
now consists of 48 directors. There have 
been 23 presidents. 

Mr. Gaston made giant sized con- 
tributions to the fair in its infancy. He 
bought the land for the original fair- 
grounds site and turned it over to the 
fair. Later he served as president of the 
fair for a number of years. Other early 
boosters of the fair contributed a great 
deal also. Indebtedness of the fair was 
often carried on the personal notes of 


the directors. In 1892 it rained every 
day of the fair and President Jules F. 
Schneider was compelled to run the fair 
on his personal credit. This was typical 
of the loyalty of such men to the fair. 

If Mr. Gaston were considered the 
wheelhorse of the fair in its formative 
years, R. L. Thornton has been the spark- 
plug in recent years. 

Mr. Thornton has been a director of 
the fair since 1930 and president since 
1945. 

Today’s board of directors is a hard 
working group who has a personal hand 
in everything that goes on at the fair 
They make a highly organized commit 
tee structure work smoothly. 


The present executive vice presiden' 
and general manager is James H. Stew- 
art, former executive secretary of th» 
Southwest Athletic Conference, who suc- 
ceeded W. H. Hitzelberger in 1950. 
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THE APACHE BELLES, precision marching or- 
ganization from Tyler Junior College, will partici- 
pate in big free East Texas Day Show in the 
Cotton Bowl October 14. 


Owo Big Weeks Feature 200 Special Days 


PECIAL events keep the State Fair 

humming. For many cities, clubs, 
fraternal organizations and similar 
groups, their annual day in Dallas means 
no business sessions, only fair fun. 

The 1952 fair will have nearly 200 
special days, ranging from the mammoth 
East Texas celebration to a day desig- 
nated for the Santa Gertrudis Breeders 
International Association, first time the 
fair has officially honored the Santa Ger- 
trudis breeders as a group. 

Biggest special event probably will be 
Rural Youth Day, Saturday, October 
1, when 100,000 Four-H Club members, 
uture Farmers and Future Homemakers 
are expected to attend the fair as its 
suests. They will come from at least 200 
‘ounties of the state. The picnic they will 
have at noon will really be a sight to see. 
Dallas businessmen are hosts for the 
‘iant picnic lunch. 

Other big special days include Mexico 
Jay, Dallas Day, Farmers Home Ad- 
ninistration Day, Elementary School 
Day, Negro Achievement Day, East 
Texas Day, Garden Club Day, Music 
“estival Day, Texas P.-T.A. Day, High 
school Day and Texas Rotary Day. 

During these special days there will 
ve five fireworks shows in the Cotton 
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Bowl, numerous ceremonies on the big 
Magnolia Midway stage and in front of 
the Hall of State, many meetings in the 
picnic pavilion and in the various audi- 
torium on the fairgrounds. 

An official Fort Worth Day will mark 
the beginning of an active “helping hand 
policy” of co-operation between the fair 
and the Southwestern Exposition and 
Fat Stock Show in Fort Worth. 

It will be on Saturday, October 18, 
and will have the active backing of the 
chambers of commerce of both cities. 

In return, there will be a Dallas Day 
at the Southwestern Exposition and Fat 
Stock Show in Fort Worth this winter. 

Free gate admission tickets to the state 
fair, good on October 18, will be dis- 
tributed in the Fort Worth schools to an 
estimated 50,000 school children and 
1,800 teachers. 

Beryl Godfrey, president of the Fort 
Worth Chamber of Commerce, said all 
possible co-operation would be given to 
interest Fort Worth people in coming to 
the fair. Ben H. Wooten, president of the 
Dallas Chamber, promised similar aid in 
regard to the fat stock show. 

On Elementary School Day, October 
10, Hopalong Cassidy, favorite TV 
western star, will appear in a big free 


matinee show in the Cotton Bowl. East 
Texas Day on October 14 means a colos- 
sal free show in the Cotton Bowl at night, 
with a bevy of East Texas “queens,” the 
fabulous Apache Belles from Tyler and 
a big-name performer as star of the 
show. 

The Musical Festival at night on Octo- 
ber 15, will fill the Cotton Bowl with 
high school bandsmen, choristers and 
symphonic musicians for one of the most 
colorful spectacles at the fair. The fes- 
tival is free. And the first statewide 
baton-twirling contest to be held in 
Texas will take place October 14 and 15 
in the Casino bandshell, bringing to- 
gether strutting majorettes from every 
corner of the state. 

The famous Koshare Indian dancers, 
who are really a talented group of Boy 
Scouts from La Junta, Colorado, will 
give four free performances in the 
Casino October 16, 17 and 18. They do 
all the old ritual dances the Indians did, 
and just as well. 

Sunday night, October 19, an impres- 
sive religious festival in the Cotton Bowl 
will close the fair on a solemn religious 
note. Massed choirs will sing and Dr. 
Daniel A. Poling, one of America’s well- 
known clergymen, will speak. 




















Dean Martin and Jerry Lewis 


HE Fair means fun. And the 1952 

State Fair entertainment schedule 
sparkles more brightly with first class 
fun than ever before. 

A lavish revue in the air conditioned 
auditorium will star Dean Martin and 
Jerry Lewis, America’s top music and 
comedy team, favorites of stage, screen 
and TV audiences. They will be backed 
up by a top-notch show that has every- 
thing: Kitty Kallen, pert songstress; 
Bob Williams, unusual dog act; the 
Szonys, the nation’s number one dance 
team; Carl Ballentine. comedy ma- 
gician; the Mayo Brothers, dancers; 
Ben Beri, juggler, and Barr and Estes, 
comedy eccentric dancers. Dick Stabile, 
the famed band leader, will conduct the 
orchestra. 












There will be 24 performances of the 
Martin and Lewis show nightly with 
matinees Saturdays, Sundays and Thurs- 
days. 

“Ice Cycles of 1953” will present a 
scintillating group of skating stars and 
the incomparable Ice Cylettes precision 
ballet in a brilliant show featuring color- 
ful production numbers and clever spe- 
cialty numbers. The Walt Disney version 
of “Cinderella” will be the piece de re- 
sistance. Ice Cycles will have 23 per- 
formances, each night with matinees 
Saturdays, Sundays and Dallas Day, 
October 8. 

The Aut Swenson Thrillcade, breath- 
taking circus of daredeviltry, will hold 
sway in front of the grandstand. Twenty- 
four shows will be performed. 

St. John Terrell’s Music Circus will 
present an hour-long version of “Show 
Boat” in a big umbrella-type tent adja- 
cent to the Midway. Fairgoers will be 
introduced to the unique “music-in-the- 
round” with 59 performances of the 
popular Jerome Kern musical. 

The Variety Club International 
Circus, a top professional three-ring 
circus, will have daily matinee and night 
performances on the Midway, with 
aerialists, elephants, various types of 
animal acts and acrobats. The Variety 


"SHOW BOAT" will be presented at the fair in abbreviated version by St. John Terrell's Music Circus. 


This is the way the “Cotton Blossom” looks in this “music-in-the-round" presentation. 





Ohe Fair's 
Full of Fun 


Club of Dallas is sponsoring the circus 
for the benefit of the Boys’ Ranch. 

The free Magnolia Sky Revue will 
thrill Midway visitors with twice-daily 
performances by the Johnny Gibson 
Aerial Ballet and Benny and Betty Fox. 

In the Theatre 52 Building, the fa- 
mous Stan Kramer Puppets will give 80 
performances under sponsorship of the 
Dr. Pepper Company. 

And the million-dollar Midway itself 
will be brighter and better than ever be- 
fore, with its dozens of thrill rides and 
sideshows. 

There will be a swankier Midway than 
most fairgoers have even seen, with first 
class attractions and colorful new fronts 
on all the restaurant stands that line the 
approaches to the Midway proper. 

And the smell of hamburgers and pop- 
corn, the cry of the barkers, the taste 
of cotton candy and candied apples, 
squeals plus that indescribable feeling of 
youth, glee, laughter, the carnival spirit 
— all these things will combine to create 
a fascinating fair. 

Ladies Day is every day at the State 
Fair. Contests, exhibits and special fea- 
tures will make the Women’s Building 
one of the busiest and most interesting 
spots on the fairgrounds. 

The homemaking and artistic skills on 


AUT SWENSON Trhrillcade, carnival of dare- 
deviltry, will present 24 grandstand performances. 





SEPTEMBER, 1952 


DALLAS °« 











"ICE CYCLES OF 1953" is a sparkling extrava- 
g2nza on skates, one of the entertainment features 
of the 1952 fair. 


which women have prided themselves 
since pioneer days will be in evidence 


among the exhibits, but most will have 
a definite modern touch. 

More than $4,000 in premiums and 
prizes are offered by the Women’s De- 
partment. Seven divisions include a total 
of 338 different classes for needlework, 
crafts, miscellaneous arts, antiques, hob- 
bies, potted plants and foods. 

There are nearly 250 classes in the 


THE ZOPPES, famous bareback riding equestrian 
troupe, are a featured Midway attraction. 
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FAMOUS KOSHARE INDIAN DANCERS from La Junta, Colorado, will present free performances 


in the Casino bandshell on three days during the fair. 


needlework division alone, which offers 
$1,948 in premiums. 

The contests, many of which will ap- 
peal to men as well as women, are im- 
aginative and unusual. For example, 
there is the chili-making contest on Sun- 
day, October 5, when some really “hot” 
competition is expected. A_ typically 
Texan contest if there ever was one. This 
one is expected to draw many more men 
than women. 

Other contests involve such assorted 
skills as speed crocheting, trimming hats, 
typing bow ties, making corsages, wrap- 
ping g gifts and making candy, cakes and 
pies. There are contests for both chil- 
dren and adults. 

An innovation will be the frozen foods 
contest, first time at the fair, which will 
also feature a lecture by Miss Louise 


Mason, Texas A.&M. foods and nutrition 
specialist. 

There will be a big Dahlia Show Octo- 
ber 11 and 12 and a Negro Flower Show 
October 13. Garden Club Day will be 
October 14, featuring a lecture in State 
Fair Auditorium by Dr. Donald Wyman 
of Harvard University’s Arnold Arbore- 
tum. 

One of the most striking features of 
the Women’s Show will be an invita- 
tional crafts exhibition featuring the 
work of 25 of the nation’s leading 
weavers, artisans in silver and other 
metals, leather workers, ceramic de- 
signers and other talented craftsmen. 

And the famous Burn’s Performing 
Birds will give several free shows daily, 
with the star of the troupe a 59-year-old 
parrot. 


SEGMENT OF STATE FAIR'S million-dollar Midway indicates the gay brilliance of the fabulous fun 
zone. The M'dway will be displaying colorful new stand fronts and dozens of thrill rides and sideshows. 
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HE LONGHORN steer, the broncho 
pony, the yellowleg chicken, the 
razorback hog — a picturesque but un- 
lovely quartet—go unlamented by 
breeders of the fine livestock and poul- 
try that have replaced them in the State 
Fair’s great modern livestock exposition. 
Livestock shows at the fair since 1886 
have reflected the continuing upgrading 
of fine cattle, horses, swine, sheep, goats 
and poultry. 

The 1952 State Fair will present a 
well rounded livestock program that in- 
cludes 76 judging events for 27 breeds. 
Premiums total $77,624. More than 
4,000 entries are expected. 

The featured show is the $10,000 Pan- 
American Holstein Show, October 10- 
17, expected to attract about 250 entries 
from 15 states. The big black-and-white 
dairy animals produce more milk than 
any other breed. They have become in- 
creasingly popular in Texas and the 
Southwest in recent years. The show will 
be climaxed with the spectacular Parade 
of Champions Wednesday night, October 
15. Other breeds included in the dairy 
cattle show are Jerseys, Guernseys and 
Milking Shorthorns. 

Beef cattle shows, October 4-9, include 
classes for Herefords, Shorthorns, Aber- 
deen-Angus and Brahmans. Swine, sheep 
and goat shows, October 4-12, include 
nine breeds of swine and six of sheep, 
plus Angora goats. 


A SPECIAL INVITATION was printed in Spanish, Portuguese, and English 

to encourage breeders of the Latin American countries to attend the fair. 

J. Kirby McDonough, left, consul of Brazil for the Dallas area, and Harold 
M. Young, vice consul, look over the brochure held by Ray L. Miller. 
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THE PARADE OF CHAMPIONS is a spectacular climax to the featured show of the livestock expositic 


The junior livestock shows, one of the 
most important phases of the fair’s live- 
stock exposition, will give Texas kids a 
chance to take home some folding money 
for their beef and dairy animals, sheep 
and pigs. Premiums of $14,615 are of- 
fered in junior shows and the boys and 
girls have a chance to take home some 
additional cash as the result of the auc- 
tion sales that follow the shows. The 
youngsters divided a total of $128,537 
after the auctions last year. The fair 
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charges no stall fees for the junior shows. 

One of the most exciting divisions of 
the fair’s livestock show, from the stand- 
point of the spectator, will include the 
classes for quarter horses, Palominos 
and Shetland ponies and the open cut- 
ting horse contest. Judging events have 
been scheduled for each of the fair’s 
three weekends. Premiums and _ prizes 
will be awarded for classes ranging from 
cow horses to pony-cart teams. 

There will be poultry shows for chick- 


JUNIOR EXHIBITORS round up their pigs for judging in an important 

event of the fair's livestock show. Premiums of $14,615 are offered in the 

junior division. The boys and girls have a chance to take home some addi- 
tional cash as a result of the auction sales that follow the shows. 
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xposition features the Pan-American Holstein Show. 


ens and turkeys and a special show for 
pigeons. Poultry premiums total $2,600. 

Livestock judgings of some kind are 
scheduled every day of the fair as fol- 
lows: October 4-5, quarter horses; Octo- 
ber 6, Aberdeen-Angus cattle, sheep, 
swine; October 7, Hereford cattle, sheep, 
swine; October 8, Brahman cattle, sheep, 
swine, quarter horses; October 10-11-12, 
quarter horses, open cutting horse con- 
test; October 13, Guernsey cattle, junior 
dairy show; October 14, Pan-American 
Holstein Show, junior steer show; Octo- 
ber 16, Jersey and Milking Shorthorn 
cattle, junior commercial steer, Milking 
Shorthorn, and pig shows; October 17, 
Shetland ponies and Palomino horses, 
junior pig shows; October 18-19, Shet- 
lands and Palominos. 

Poultry show judging includes: Octo- 
ber 4, junior market turkeys; October 9, 
breeding chickens; October 10, breeding 
turkeys, and October 15, junior market 
broilers. 

All cattle and horses will be judged in 
the new livestock pavilion; swine in the 
Swine Arena; sheep and goats in the 
Id Livestock Arena and chickens and 
turkeys in the Poultry Building. 

An additional feature of the livestock 

xposition will be the exhibit of the King 

itanch, which will have its famous Santa 
Sertrudis cattle and quarter horses on 
‘lisplay. The Santa Gertrudis is the first 
»reed to be developed in the United 
States, 
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MODERN “STORY BOOK of Texas Agriculture” covers all 254 counties of Texas, with a dozen big 
show-window type exhibits. 


Texas Agriculture Show 
Uses Storybook Theme 


HE STATE FAIR’S “Story Book 

of Texas Agriculture” is something 
special. It is a brand new approach to 
the farm show, a basic attraction since 
fairs began. The type of presentation 
that will be seen in the Agriculture 
Building this year is the result of many 
years of study and experimentation. 

In the early years of the fair, the 
agriculture show consisted of exhibits by 
individual farmers, In those days the 
farmer who had the largest number of 
vegetables and fruit products on display, 
or who showed the biggest pumpkin or 
melon, usually walked off with most of 
the prizes. Later exhibits were placed on 
a county basis and there was intense 
rivalry between counties for the substan- 
tial prizes offered. By the start of World 
War II, about a third of the state’s 254 
counties were represented in the agricul- 
ture show. 

After the war the fair began to de- 
velop a better way of portraying the 
agricultural resources of the whole state 
than was possible with the county ex- 
hibit system. 

With the co-operation of the Texas 
A.&M. Agricultural Extension Service, 


the fair worked out a format that had 
its debut last year as the “Story Book 
of Texas Agriculture.” 

For the 1952 fair, this impressive 
show has been completely re-designed 
and rebuilt. It will show off Texas agri- 
culture the way a swank specialty store 
shows off minks and sables in its show 
windows. 

Every county in Texas is represented 
in the show; they are divided according 
to the 12 extension districts of the state, 
and there is a colorful “show window” 
type display for each district. The dis- 
plays will be enlivened with live animals, 
sound effects and animated miniatures. 
They will graphically illustrate the type 
of agriculture and principal products of 
each district. 

A miniature combine will thresh real 
wheat; a tiny airplane will “spray” mes- 
quite trees; a mechanical cow will chew 
her cud and give “milk”; mechanical 
cowboys will brand a mechanical calf; a 
scarecrow will converse with a crow and 
there will be live deer, chicks and pigs. 

The State Fair’s “Story Book” is 
unique in the nation for its scope and 
showmanship. 














OOTBALL has been played at the 

State Fair since the turn of the cen- 
tury. In 1899 a game between the Uni- 
versity of Texas and Dallas reportedly 
attracted 4,000 fans. It was played on 
a rough field bounded by temporary 
bleachers and surrounded by a wooden 
fence. Since then, football has ranked 
as a prime attraction of the fair. 

The action-packed program for the 
1952 fair stacks up as one of the best 
ever assembled. The Cotton Bowl, seat- 
ing 75,504 fans, will be the scene of 
1] games. For the first time, fairgoers 
will see big-league professional football 
as the new Dallas Texans carry the Lone 
Star banner into the national pro grid 
wars. The Texas will play two games 
during the fair. 

The Southern Methodist University 
Mustangs help tee off the fair with a 


JERRY NORTON 


game Saturday night, October 4, with 
Georgia Tech’s Ramblin’ Wrecks, 
Orange Bowl champions and pre-season 
favorites for the Southeastern Confer- 
ence championship. Indications are that 
S.M.U. will have one of its best teams 
in several years, and the Mustangs’ 
clash with Georgia Tech will produce 
gridiron fireworks of the most exciting 
kind. 

The Texas-Oklahoma classic, played 
at the fair since 1929, will take place 
Saturday afternoon, October 11. This is 
one of the most colorful sports pageants 
anywhere. 

The Texans play the San Francisco 
49ers Sunday afternoon, October 5, and 
the Green Bay Packers Saturday night, 
October 18. 

Ray Morrison brings his Austin Col- 
lege Kangaroos to the fair for a game 


TOM CATLIN 


with the National University of Mexico 
Monday night, October 6. 

Wylie College will play Prairie View 
A.&M. College Monday night, October 
13 in the great Negro football rivalry of 
the state. 

There are prep school games October 
16 and 17. 

Among the returning college stars 
this fall are Jerry Norton of Southern 
Methodist University, high average 
punter; Tom Catlin of the University 
of Oklahoma, strong defensive center, 
and Gib Dawson of the University of 
Texas, leading scorer. Also, Val Jo 
Walker of S.M.U. and Marshall Robin- 
son of T.C.U., punt returners; Ray Mc- 
Kown of T.C.U. and Lamar McHan of 
the University of Arkansas, stars of the 
league in total offense, and Benton Mus- 
slewhite of S.M.U., top pass receiver. 


GIB DAWSON 
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Look to the opening of the new Electric Building at 

( the State Fair this year. Towering high above the 

fair grounds it stands as a permanent symbol to a | 

new and better way of living electrically, = 

R Inside you'll find a wide array of all the scientific 

- marvels of the electrical industry; exhibits of the 

[ latest, most modern electrical’ equipment for the | 

home; the ‘House of Magic’’; and many interesting, 

entertaining demonstrations and shows in its big 

) auditorium. ; co 
Don’t miss a visit to the new Electric Building at the 

f 1952 State Fair. 

: 


3& 115 AGOOD MEETING PLACE FOR EVERYONE! 


DALLAS POWER & LIGHT COMPANY 


Eleciiedyy +4 Cheap in Dellad 
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THE FUTURISTIC, experimental XP-300 is a “dream convertible” that will be exhibited as part of the 1952 Automobile Show. No price has been set on the 
cor, but the prototype has been insured for a million dollars. 


illion Dollar Preview of the Future 


NDUSTRY is represented at the State 

Fair by impressive exhibits that are 

assembled into several big shows of spe- 
cific types. 

The thirty-sixth annual Southwestern 
Automobile Show will be presented in 
the fair’s largest exhibit building, the 
mammoth Automobile Building. Spon- 
sored by the Associated New Car Dealers 
of Dallas, the show will present virtu- 
ally every car on the market today, plus 
intriguing cutaways, mock-ups, plastic 
models and other displays that show 
how modern automobiles are constructed 
and operate. 

In addition, there will be a number of 
futuristic, experimental models on ex- 
hibit, like the fabulous XP-300, a real 
“dream convertible” that has been in- 
sured for one million dollars. 

In a big tent adjacent to the Automo- 
bile Building, half a hundred antique 
equipages dating back to horseless car- 
riage days will be shown. They will all 
be in perfect driving condition. Oldest 
will be an 1898 Stanley Steamer; others 
will bear nostalgic names like the Max- 
well, the Mason and the Marathon. 

The big new Electric Show, doubled 
‘in size and housed in its own building, 
will feature every conceivable type of 
-lectrical equipment, both for the home 
nd for commercial use. Television sets, 
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radios, ranges, refrigerators, deep 
freezes, air conditioners, lighting appli- 
ances and all types of household helps 
will be shown. And several times daily, 
in the building’s auditorium, there will 
be free performances of General Elec- 
tric’s famous “House of Magic,” proving 
that scientific fact can be stranger than 
fiction as a shadow shakes hands, music 
rides a beam of light, a match lights an 
electric lamp and an electric train obeys 


SOME OF FAIR'S visitors in 1903 may have 
driven to the exposition in a machine like this one. 
Now it's part of the antique car exhibit 
at the 1952 fair. 


the sound of its operator’s voice. The 
Electric Show is co-ordinated by the 
Dallas Power and Light Company. 

The Science-Engineering Show in the 
Science Building will show how research 
makes possible many new things to make 
modern living more enjoyable. 

Among the exhibits will be an ani- 
mated model of an atomic engine, con- 
structed by the same team of scientists 
that developed the power unit for the 
first atom-powered submarine, now 
being built. 

In the Exhibits Building, Southwest- 
ern Bell Telephone Company will pre- 
sent a half million dollar show that will 
feature such cybernetic miracles as an 
electronic “brain” that has been taught 
to play the game of “tic-tac-toe” and is 
so good at it that it is guaranteed to beat 
any human opponent. There will also 
be a remarkable mechanical mouse, a 
rodent robot “smart” enough to find its 
way through a confusing maze. 

Lone Star Gas Company will have dis- 
plays of automatic gas equipment and 
complete modern kitchens reproduced 
from plans featured in national maga- 
zines on display in its own building. 

Exhibits by 14 manufacturers and dis- 
tributors of farm implements and ma- 
chinery will cover 100,000 square feet 
of outdoor exhibit space. 
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Christmas Comes 


OLIDAY glamour filled three Dal- 

las hotels with mid-winter fashions 
last month while outside fashionable 
Dallas women wore summer cottons. 
Although the stylish were appropriately 
dressed, new clothes of new fabrics were 
being shown in a setting of holly and 
Christmas tinsel sponsored by the 
American Fashion Association during 
its market week. 

Planned for the attending 4,000 buy- 
ers by the American Fashion Associa- 
tion, market division of the Dallas 
Chamber of Commerce, the holiday buy- 
ing season was in full motion. Two 
breakfast style shows were seen by the 
buyers during the holiday and mid-win- 
ter apparel market. 

There were between 350 and 400 
salesmen representing manufacturers 


FASHIONABLE but comfortable is the trend. 


Carly 


tn 


Fashions 


By Bettye Elrod 


from California to Florida and from 
New York to Texas congregating in the 
hotels on the opening day. Each sales- 
man knew exactly which hotel, room 
number and position were reserved for 
his display months before leaving his 
home for Dallas. 

Organization of such a large gather- 
ing of salesmen and buyers can be traced 
back through the years of the market’s 
existence. The first market was held in 
1938 by an independent group of sales- 
men. Importance to both the manufac- 
turer and the merchant made its revival 
necessary. 

Dallas was the decided fashion center 
but organization was still unsolved. Tak- 
ing the step towards solution, the Dallas 
Chamber of Commerce took the market 
week and made it a function of the 


SWITCHABOUTS is the new term for separates. 


American Fashion Association and thus 
a new Chamber division was created in 
August, 1949, 

Now the markets are so planned in 
detail that Henry Stanley, manager of 
the A.F.A., already has received con- 
firmation of hotel space for the 1956 
shows. 

Activities in the fashion and market 
world go into print in three of the 
A.F.A. publications for each of the 
quarterly markets. Mailed to 9,000 ac- 
counts of department stores and wom- 
en’s apparel shops, American Fashions, 
a quarterly magazine, is edited in the 
A.F.A. office. There they assemble 
“what’s to come” at the next market 
through attractive pages of manufac- 
turers’ advertising and fashion editorial 
matter. 

A typical American Fashion index in- 
cludes information about the breakfast 
clinic, fashion predictions, market calen- 
dar and permanent addresses of the 
salesmen. 

When the buyers register they receive 
the Buyer’s Guide, listing the merchan- 
dise to be displayed in the market and 
the salesmen. The third publication is 
the Sales Merchandising Manual, fol- 
lowing the theme of the breakfast clinic 
and recording timely tips of new sales 
methods and style forecasts. 

Mrs. Evelyn Lambert, regional direc- 
tor of the Dallas Fashion Group, com- 
mentated the showing of women’s and 
children’s apparel in the August break- 
fast clinic. William Goldstein, president 
of the American Fashion Association, 
welcomed the visiting buyers to the 
city. 

Commentator Lambert had some new 
ideas along with the new fashions for 
selling points. She gave a new twist to 
selling separates, such as skirts and 


TRAVEL to the A.F.A. stores is advised. 
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blouses. Switchabouts is the new term 
for mating separates, doubling the ward- 
robe. 

A push cart was filled with acces- 
sories and several complete changes 
were illustrated by a model as Mrs. 
Lambert showed ways to change appear- 
ances in a matter of minutes. 

Because Christmas is for the young, 
children’s apparel was dramatized and 
emphasized. Adding a note of the holi- 
day expectation was Miss Penny Metrop- 
ulos, age five, who sang two Christmas 
songs. A fashionably dressed walking 
doll had to be previously “trained” to 
get it in the line of walk with one of the 
younger models as they walked down 
the runway. 

According to Sales Merchandise Man- 
ual, December is the peak month in the 
year and presents a challenge for the 
store. Its personality shows by the at- 
tractive display of accessories and win- 
dows decorated in a realistic setting of 
Christmas festivity. 

Depicting the spirit of Christmas was 
Model Kim Garrett who was dressed as 
Merry Holiday. She projected the moods 
of the styles in costumes designed by 
Ian Meredith. 

A facsimile of a store front was the 
setting, also designed by Mr. Meredith. 
Seen in the background was a skyline 
as models stepped from the A.F.A. store. 
The store window was complete with 
all the decorations of the coming sea- 
son and was changed according to the 
theme of the styles shown. 

After the colorful array of fashions, 
the early morning risers at the breakfast 
clinic fitted into the spirit of the holiday 
season as Commentator Lambert called 
“a happy and prosperous new year,” 
to the buyers. A demonstration of horn 
blowing and confetti throwing followed. 

Already in production, the next 
market of resort and early spring fash- 
ions will be held October 26-31. 

Culminating the buying week, leading 
fashion women as members of the Dallas 
Fashion Arts, Inc., will work with the 
A.F.A. in planning and staging the 
breakfast clinic style shows. 

Organized in April of this year, Fash- 
ion Arts first aided the market showings 
in May. Their professional touch has not 
gone unrecognized from the sets, choice 
of clothes, commentary and models. 
Dallas Fashion Arts is headed by Miss 
Elizabeth Cleveland, director of Texas 
correspondence for Fairchild Publica- 
tions. Working with A.F.A., who con- 
tacts manufacturers for clothes they wish 
to submit for style show selections, 
Fashion Arts has a committee which 
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MID-WINTER FASHIONS on live models were viewed as through a store window. Complete with a 


Christmas red ladder, candelabras and a tree branch, buyers saw how to have an attractive display. 


makes the final selection taken from 
lines represented in the market. 
Executing the whole production for 
the second time, 40 members of Fashion 
Arts will work on the October breakfast 
clinic. The fee paid them for the pres- 
entation will go toward the establish- 
ment of a permanent fashion research 
wing in the Dallas Public Library. 
Working in co-operat‘on with the pro- 
duction staff of the Ladies Home Jour- 
nal, a fabrics show will be held on the 
nights of October 27, 28 and 29. Mrs. 


TIMELY tips were given by Mrs. Evelyn Lambert. 





Virginia McCone of the production staff 
will represent the magazine. 

Ladies Home Journal has taken the 
lead among national magazines in anal- 
yzing man-made fabrics developed with- 
in the past few years. In a recent issue 
they informed their readers of how to 
treat the fabrics and the background of 
the materials. 

Now they are coming to the Dallas 
market, placing more emphasis on the 
American Fashion Association’s market 
week position in the nation. 


GREETINGS were given by William Goldstein. 


: 
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DALLAS INSURANCE MEN look forward each year to the annual agency convention, like the South- 
land Life convention shown on this page. Above, the delegates and their wives check reservations before 
boarding the train in Dallas. Activities shown at left, top to bottom, included special dining car service, 
a sing-song en route, card games and a birthday party for the company president, John W. Carpenter. 


Agency Convention 
Uses 17-Car Train 


HE annual agency convention has 

become part of the routine of many 
of the 50 life insurance companies with 
home offices in Dallas. 

Each company takes pride in plan- 
ning the entertainment and educational 
program for its agents. 

Early this month, a 17-car ultra-mod- 
ern Texas & Pacific train carried 300 
Southland Life Insurance field represen- 
tatives and their wives to a convention 
in Coronado, California. 

Some 40 Dallas citizens, including all 
agency managers and supervisors and 
executives from the company’s home 
office, were aboard. 


Southland’s convention was filled with 
entertainment as well as educational fea- 
tures. A special banquet and ball hon- 
ored John W. Carpenter, president of the 
company, on his seventy-first birthday, 
which was actually celebrated with a 
giant T & P and Southland cake on the 
train. Sightseeing in Hollywood was an- 
other feature of the trip. 

Southland held its first agency con- 
vention in 1911, when 23 representatives 


had a barbecue in Dallas, commemorat- 
ing the second anniversary of the com- 
pany. 

The Texas and Pacific Railway made 
up a train of a dozen sleeping cars, two 
dining cars, two lounges and a new- 
type dormitory car for train personnel. 


WAVING GOODBY to Dallas friends is Mrs. 
Mary Callaway of the Dallas home office 
of Southland. 
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New Summary 
Shows Dallas’ 
Summer Growth 


IGNIFICANT facts on the impres- 

sive growth of Dallas were reported 
in the April issue of DALLAS. These 
figures revealed the healthy expansion 
of Dallas as the service center for the 
Dallas Southwest. 

The following information brings up 
to date the summary reported in April: 

Population: Metropolitan Dallas 
(Dallas County) now has 685,000 occu- 
pants, according to estimates of the In- 
dustrial Department of the Dallas 
Chamber of Commerce, based on growth 
indicated by labor force and employ- 
ment, utility connections and residential 
construction. This compares with the 
1950 Census figures of 614,799. 

Manufacturing: The current value 
added by manufacturers is estimated at 
$415,000,000, compared with an esti- 
mated $320,000,000 value added by 
manufacturers in 1950. 

Retailing: Dallas retail sales were 
estimated at $748,351,000 in 1951. 

Wholesaling: Since 1948, 500 new 
wholesale outlets — merchant wholesal- 
ers, sales branches and offices, agents 
and brokers — have opened. 

Area: Dallas has increased from 
some 45 square miles in 1940 to 15914 
square miles today. 

Employment: Total non-farm em- 
ployment in Dallas County rose from 
155,469 in April, 1940, to an all-time 
‘peak of 282,220 in July, 1952, an in- 
crease of 82 per cent. Payrolls in Dallas 
were estimated at $720,000,000 in 1951. 

Income: Effective buying income in 
Dallas County was $1,139,000,000 in 
1951, an increase of 234 per cent over 
1940. 

Office Buildings: Seven office build- 
ings are now under construction in Dal- 
las. They will contain an additional mil- 
lion and a half square feet of office 
space. 

Insurance: Dallas is the first city in 
the nation in the number of home of- 
fices for legal reserve life insurance com- 
panies, 50. Approximately 525 insur- 


ance firms in Dallas employ more than 
10,000 people. 
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New Figures on 


Ohe Dallas Southwest 


ITHIN a 500-mile radius of Dal- 
las — give a few miles in one di- 
rection, take a few in another —is a 
golden land. It was a land of the frontier 


100 years ago; it remains that today. Its. 


growth is undiminished; its future 
growth is unlimited. 

This land of vigorous expansion is 
called the Dallas Southwest. 

It derives its name from the fact that 
Dallas is at its center —the heart that 
pumps the lifeblood of commerce to ani- 
mate the area. 

The extent of this southwestern growth 
has just been surveyed by the Industrial 
Department of the Dallas Chamber of 
Commerce. The Chamber used, as the 
basis of its appraisal, figures of agencies 
of the federal and state governments, 
business journals, business firms and as- 
sociations. 


Recently off the press is the “1952 
Business Data Sheet,” which is the first 
completed step by the Industrial Depart- 
ment in revising the 1946 publication, 


The Dallas Southwest. A companion 


piece is the map of the Dallas Southwest 
which will be available around late Oc- 
tober. The map shows an outline form 
of the states and counties and includes 
the population, 1951 estimated retail 
sales for each county and location of 
towns of 1,000 population or more with 
population of the towns of 10,000 peo- 
ple. 

The “1952 Business Data Sheet” con- 
tains quite a revelation. 


Population of the Dallas Southwest in 
the 1950 Census was 18,421,770, against 
16,691,649 in 1940. By 1960, the survey 
estimates, the population should approx- 
imate 21,619,000. 


Of this total, the majority is concen- 
trated in the Dallas-Tarrant County 
area. Dal-Worth had 976,052 in 1950. 
The Houston metropolitan area had 
806,701; New Orleans, 685,405; Dallas, 
614,799, and San Antonio, 500,460. 

Density of population was greatest in 
Dallas itself — 688.5 persons per square 
mile. New Orleans had 613.1; Dal- 
Worth, 551.4; Houston, 466.3, and San 
Antonio, 401.3. 

The Dal-Worth area led in retail sales 
with $1,356,542,000 in 1951. Houston 
had $998,324,000; Dallas, $848,510,- 
000; New Orleans, $643,426,000, and 
Memphis, $569,750,000. 


In 1948, wholesale sales in Dal-Worth 
came to $2,898,847,000; Dallas itself, 
$2,238,449,000; Memphis, $1,970 970,- 
000; Houston, $1,749,124,000, and New 
Orleans, $1,405,066,000. 

In value added by manufacture, Hous- 
ton led slightly in 1947 with $385,549,- 
000. Dal-Worth added $385,496,000; 
Dallas, $238,995,000; New Orleans, 
$222,995,000, and Memphis, $198,873,- 
000 


Dal-Worth had, in 1951, the highest 
effective buying income, $1,751,959,000. 
Houston had $1,523,588,000; Dallas, $1,- 
136,546,000; New Orleans, $975,534,000, 
and San Antonio, $756,005,000. 


The number of dwelling units in 1950 
in Dal-Worth was 313,266, followed by 
Houston with 257,895; New Orleans, 
207,640; Dallas, 196,628, and San An- 
tonio, 138,946. 

In January, the Dal-Worth area had 
377,000 non-agricultural wage and sal- 
aried employees, of these 121,500 in 
manufacturing. Houston had 290,700 
wage and salaried workers, with 81,300 
in manufacturing. Dallas had 237,700 
wage and salaried workers, with 66,500 
in manufacturing. New Orleans had 
245,000 total, of which 47,700 were en- 
gaged in manufacturing. 

These highlights of the Chamber sum- 
mary reflect the nature of the cities mak- 
ing up the Dallas Southwest. They con- 
firm Dallas’ ranking stature as a whole- 
sale, finance and light manufacturing 
center; Houston’s position as a city of 
larger population with heavier manufac- 
turing. Too, they reveal the gigantic role 
played in the overall economic: picture 
by the Dal-Worth area. Aside from popu- 
lation density, in only one category — 
value added by manufacturing — did 
Dal-Worth fail to lead the list, and in 
that it followed Houston by only $53,- 
000. 
Bank deposits stood at $13,863,209,- 
000 in 1950; life insurance in force was 
$20,153,000,000 in 1951. In manufac- 
turing, 890,300 people were employed in 
1951. 

The “1952 Business Data Sheet” will 
be distributed to Chamber members on 
requests. Requests for more than one 
copy or requests for one copy by non- 
Chamber members will cost 25 cents 
each. The Chamber is distributing them 
also to Dallas industrial prospects. 
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MEXICO maintains a full career consul in Dallas, Ignacio Pesqueira, left. THE UNITED KINGDOM is represented in Dallas by a career vice consul, 


Javier Escobar, right, vice consul, also represents his country in the Dallas 
territory. 


Dallas’ Consular Corps 
Emphasizes World Ties 


By Werner Renberg 


OFFICERS OF THE DALLAS CONSULAR CORPS include, left to right, Jack Garrett, honorary 
consul of Peru and Bolivia, vice dean; Joaquin Figuls, honorary consul of Costa Rica, dean, and Harold 
Young, honorary vice consul of Brazil. 


L. E. Priesack, right. Ronald Pearce, left, is the commercial officer for the 


vice consul. 


NMESHED in its tremendous 

growth as a center of business in 
the Southwest has been Dallas’ rising 
importance in international affairs. 

As Dallas has provided more and 
more goods and services for the people 
of the Southwest, its goods and services 
have found new demands outside the 
borders of the United States. 

As Dallas exported to these lands, it 
has imported their fine wares. 

And as a consequence of this interna- 
tional trade there has come a rise in the 
passenger traffic between Dallas and its 
neighbors — credited, in a large meas- 
ure, to the airlines which have made 
Dallas’ Love Field a gateway to Latin 
America. 

This international traffic of people 
and things calls attention to the Con- 
sular Corps of Dallas, the organization 
composed of the representatives of na- 
tions with which Dallas transacts busi- 
ness, 

The 15-year-old corps has 18 members 
— representing virtually all of Central 
America, four major republics of South 
America and five European countries. 

The corps was established in 1937 to 
help in arrangements for the Greater 
Texas and Pan-American Exposition of 
that year. In the following years, it has 
met regularly, hearing speakers on inter- 
national topics or honoring visiting dig- 
nitaries. It has been active wherever 


something of an international aspect was 
(Continued on Page 65) 
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“BINSWANGER C7 Less 


— ) | ¢ 


PARK CITIES “’Y’, on Preston Road in 


Dallas, is a dream at long-last come true. The 

design and construction are exemplary of 

*new ideas and technique using glass in various 

CALL US FOR ways. Libbey-Owens-Ford double-strength 

=U, glass is strategically used at points of greatest 

G' strain. Blue Ridge Satinol Doublex patterned 
OF EVERY 


DESCRIPTION glass achieves design variety. 


BINSWANGER & CO. of Dallas 
wishes to compliment architect George 
L. Dahl, and the J. W. Bateson Construc- 
tion Co. for a job well done and is 
proud to have furnished plate glass, 
window glass, and Brasco Safety-Set 
metal sash for this beautiful building. 


2019 N. Lamar Phone PR-7751 
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Multimillion Dollar Expansion Program 


The Titche-Goettinger Building will have twice the floor 
space it now has after a multimillion dollar expansion program 
is complete in 1954. Excavation work was begun this month 
on the adjoining site acquired for the new addition. The archi- 
tect’s sketch shows the Main Street entrance with the present 
building extending along St. Paul Street from Main to Elm 
streets. The addition will consist of seven floors, a basement 
and a sub-basement, matching in both height and depth the 


present store building. The completed building will be in an 
L-shape and will extend 224 feet along Main Street from the 
present structure to the White-Plaza Hotel and 100 feet back 
from Main Street. The exterior of the new building will be 
Indiana limestone of contemporary design softened by Italian 
florentine detail to harmonize with the present building. The 
construction contract has been awarded to the O'Rourke Con- 
struction Company of Dallas. Architects are Thomas, Jameson 
& Merrill. 




















Oil Firm Moves. Home offices of Palmer 
Stendel Oil Corporation were moved to 
Dallas from Santa Barbara, California, 
with the election of Zambry P. Giddens 
as president. A Dallas oil operator since 
1948, Mr. Giddens said the firm was 
planning to acquire Texas producing 
properties, a drilling company and a 
small refinery. 





New Shoe Outlet. The Name Brand 
Shoe Stores have opened a new outlet 
at 211 West Jefferson Boulevard. 
a 2 

Sheet Metal Shop. Carrier-Bock Com- 
pany has opened a new sheet metal shop 
at 2617 West Pearl Street. It is the first 
of its size to be completely air condi- 
tioned, 


were all behind the same 


The nation's spiraling inflation has 


pushed our business, as well as yours, 


squarely behind the eight-ball. Dallas 


Railway's wages, materials, taxes and 


equipment costs have increased dras- 


tically, while its permissible charges 


for transit service have failed to 


keep pace. 





Nursing Home Opens. The Bethesda 
Memorial Hospital, an exclusive type of 
nursing home, has been formally opened 
at 1831 North Henderson. The institu- 
tion will be operated by two graduate 
nurses, Mrs. Florence Higdon and Mrs. 
Mary Lou Gross. Mrs. Florence An- 
drews, graduate nurse, also has been 
named hospital superintendent. 
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you can Bet Your 
Texas Boots | 


a ‘. Mipiyy 


that you'll enjoy your 
trip on this fine 
streamliner — daily 
Texas to Chicago 


Lots of leg room for lanky Texans 

in the luxurious Pullman accommodations— 
priced to fit any budget. 

Room to roam, too —the colorful 

Club Lounge with the “Howdy, Friend” 
atmosphere. Courteous crew, Courier 
Nurse, and Fred Harvey food, of course. 


A Texas train for Texans—all the way 





W. J. RODGERS, PASSENGER TRAFFIC MANAGER, GALVESTON 
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COMMUNITY CHEST FLAG is rciscd on top of the Employers Insurance Building by, left to right, 
A. F. Allen, president of Texas Employers’ Insurance Association and Employers Casualty Company; 
William S. Henson, Chest president; Jim Mosley, Chest drive chairman for the companies, and 
Fred M. Lange, Chest director. 


Dallas Companies Plan 
Their Own Chest Drives 


A over Dallas, in hundreds of busi- 
ness firms and industrial plants, 
management and worker representatives 
are getting together these days to plan 
their own campaigns within the 1952 
Community Chest campaign. 

None of these companies conducts its 
campaign exactly like any other com- 
pany, though all have the same goal — 
to do their share in raising $1,926,666 
to support the 36 local health and wel- 
fare agencies plus the U.S.O. during the 
coming year. 

Some of these firms plan a campaign 
for only a few score employees; others 
plan an appeal for thousands which in 
the completeness of its organization 
could be used for a Community Chest 
in a small city. 

Careful planning is the key to the 
success of these campaigns within a 
campaign just as it is in the overall 
Dallas appeal. The high percentage of 
one day’s pay giving is the result of 
this careful planning. 

The campaigns in these business and 
industrial firms are for the most part 
in the planning stage now, though some 
are about ready to get down to the 
a°tual solicitation of the firms’ em- 
ployees. However, a glance at how some 
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of these same companies set up their 
campaigns in 1951 provides an indica- 
tion of how they will conduct the ap- 
peals within their own employee group 


this fall. 


For instance, Chance Vought Aircraft 
literally takes its campaign into the 
homes of its 10,500 employees. General 
Manager F. O. Detweiler writes a per- 
sonal letter to each employee at his 
home address urging full support of the 
Community Chest. 

But this is not the first step in the 
Chance Vought campaign. Mr. Detweil- 
er has already appointed two co-chair- 
men, E, J. Wacks and Keith Baker. 
The co-chairmen pick 18 associate chair- 
men. 

Together with Mr. Detweiler they de- 
cide on a Chance Vought campaign 
slogan. Last year it was “Don’t Give Till 
It Hurts—Give Till It Helps.” The 
1952 slogan is “Help Yourse'f by Help- 
ing Others.” 

The campaign organization is ex- 
panded to include 400 captains repre- 
senting the various departments. These 
captains undergo an intense training 
period before solicitation. Early in Sep- 
tember, they saw two motion pictures — 
a training film and a story on Chest 
services— and they heard campaign 
leaders from the general campaign, such 
as Chairman C. A. Tatum and Chest 
Executive Director Fred M. Lange. 

The solicitation follows in mid-Sep- 
tember with a follow-through gang tak- 
ing the field to be sure that every em- 
ployee has had an opportunity to give. 
The solicitation period is enlivened by 
posting on bulletin boards each day a 
different story on how the services of 
Chest Agencies apply to Chance Vought 


families. 





AIM OF SOUTHWESTERN BELL Telephone C 


P 


y is 100 per cent employee participation in the 


Community Chest campaign this fall. The two company steering committee co-chairmen, George R. Smith, 
right, district traffic superintendent, and Carl H. Edwards, estimate engineer, check final plans with 
a committee member, Dixie Ballard, summaries clerk. 
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The American Way... 


ONE DAY’S PAY! 


DALLAS COUNTY COMMUNITY CHEST 


Planning works just as well in smaller 
firms. American Poster and Printing 
Company employs less than 25 persons 
and is in the commercial division of 
the general campaign; Chance Vought 
is in the industrial division, which in- 
cludes firms employing more than 25 
persons. 

Saturdays are not regular working 
days at American, but there is usually 
enough overtime work each week to 
keep a few employees busy. Boss Harry 
Kaplan allows the employees to work 
half a day on any Saturday they choose 
during the general campaign and be 
paid for a full day, thus making 100 
per cent one day’s pay giving by Ameri- 
can employees certain. 

The Saturday overtime work is pre- 
ceded by a meeting of all employees to 
hear a report on the Chest agencies and 
what they do. This plan has resulted in 
100 per cent one days’ pay giving for 
the last two years. The same plan is be- 
ing adopted for 1952. 

One of the firm’s which gets into its 
company campaign earliest is the John 
EK. Mitchell Company. For the last six 
years, the Mitchell company has set 
aside a Saturday in June when all em- 
ployees work and the payroll for the 


ss 


EMPLOYEES OF MAGNOLIA Petroleum Company literally followed their dollars to one of the day 


nurseries supported through the Community Chest. Later, in group and departmental meetings, they told 
their fellow employees what they saw on the agency fours. 


day is donated to the Community Chest. 
This Saturday work is preceded by care- 
ful planning. This year Noah Dyson was 
company chairman, with a key commit- 
tee of five employees. On the chosen 
day, the workers listened to talks by 
general campaign leaders before start- 
ing to work. Then at the first rest pe- 
riod, the company served coffee and 
doughnuts to 1,500 last June and ice 
cream and cold drinks at the second 
rest time. 

The key committee this year has been 
set up as a team in the general cam- 
paign business division under Don 
Mitchell, as team captain. 


DURING THE MORNING refreshment period of their day of work for the Community Chest campaign, 

employees of the John E. Mitchell Company pause to hear a few words from their president, John E. 

Mitchell, Jr. The Mitchell employees for the last six years have worked a full day during the spring of 
each year, donating their day's pay to the Chest. 
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Southwestern Bell Telephone Com- 
pany believes a liberal sprinkling of 
first hand knowledge is a good thing in 
its company campaign. Planning starts 
in the spring when several hundred of 
the firm’s 6,500 employees go on tours 
of Chest agencies at the rate of 35 a 
week. 

This year the company campaign was 
set up under George Smith and Carl 
Edwards, with a steering committee of 
two persons from each department. The 
agency visitors generally form the actual 
solicitation teams. 

Union and management work together 
as employees of the company in urging 
full support of the Chest program. Post- 
ers are placed on bulletin boards. Letters 
go out to each employee, including pay- 
roll deduction slips. The tour visitors 
and department leaders address em- 
ployee groups. 

The emloyees of Clampitt Paper Com- 
pany last year not only gave their own 
day’s pay 100 per cent, but pitched in to 
help their boss, Max Clampitt, boost his 
total as a section chairman in the com- 
mercial division. 

After everyone had given a day’s pay 
last year, the employees held a work pic- 
nic one night bringing in their families 
to help. It was all a surprise to Mr. 
Clampitt, and he cheerfully paid out the 
wages— which in turn went to the 
Chest. Mr. Clampitt even matched the 
amount of this extra employee giving. 

Clampitt employees have duplicated 
1951 already by giving a day’s pay 100 

(Continued on Page 52) 
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DIRECTORS 


Karv HosBiitzeL_e 
Chairman of the Board 


Frep F. FLORENCE 
President 

0. S. Boccess 
Higginbotham-Bailey Co. 


T. E. BRANIFF 


Pres.. Braniff International Airways. Inc 


Dr. Epwarp H. Cary 
Medical Arts Building 


Wirt Davis, II 

Investments 

R. B. GeorcE 

Pres., R. B. George Equipment Co. 
HaMLETT HARRISON 

Exec. Vice-Pres., Trinity Univ. Ins. Co. 
J. M. Hiccinsoruam, Jr. 
Higginbotham-Bailey Co. 
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Pres., Wyatt Metal & Boiler Works 
J. C. KarcHer 

President, Concho Petroleum Co. 

J. L. Latimer 

President, Magnolia Petroleum Co. 
W. W. Lyncu 

President, Texas Power & Light Co. 
B. F. McLain 

President, Hart Furniture Co. 
Lewis W. MacNauGHToNn 

Pres., DeGolyer & MacNaughton 
StanLey Marcus 

President, Neiman-Marcus Co. 
Homer R. MitcHELL 

Chairman, Texas Employers Ins. Assn. 
Cuar_es R. Moore 

President, Austin Bridge Company 
Raymonp J. Morra 

Chm., Missouri-Kansas-T exas R.R. Co. 
J. H. PEARLSTONE 

Pres., Pearlstone Mill & Elevator Co. 
Lawrence S. PoLtock 
President, Pollock Paper Corporation 
Cuar_es B. RoBerts 

Investments 

J. W. Simmons 

President, Simmons Cotton Oil Mills 
Jor C. THompson 

President, Southland Corporation 


Wituiam H. Wipes 
President, Republic Natural Gas Co. 
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Statement of Condition, September 5, 


RESOURCES 

Cash and Due from Banks . .... . $133.499,272.78 
79,811,618.77 
2,939,092.16 
1,275,000.00 
226,205,602.19 
13,527,140.27 
6,376,179.42 
4,613,679.93 


$468,247,585.52 


U. S. Government Securities. . .. . . .» 
State, Municipal and Other Securities. . . 
Stock in Federal Reserve Bank . . . . . 
Loans and Discounts . . . . . «+ «+ + 
Bills of Exchange and Commodity Loans ._ . 
Real Estate — New Building and Equipment 
Acceptances and Letters of Credit. . . . 


TOTAL . + s+ © © © # » 








LIABILITIES 

$ 21,000,000.00 
ae ee ae ee ee 21,500,000.00 
Undivided Profits . a 5,322,189.78 
Reserve for Monthly Dividend, Payable Oct. 1, 1952 


Reserve for Contingencies . . . - + + « « 


Capital i a oe oe ae 


47,822,189.78 
199,500.00 
3,306,883.42 
4,003,149.52 
4,613,679.93 





Reserve for Taxes, Ete. . . . «© «© «© «© © e 

Acceptances and Letters of Credit. . . . . - 

Deposits: 
Individual. . . 288,128,786.15 


a 6 6! te 108,794,721.80 
Government . . 11,378,674.92 


TOTAL oe ee a oe 


408,302,182.87 
$468,247,585.52 











* * * 


Assets of the Republic National Company, with capital stock of $3,000,000, 
are not included in above statement. The Company owns majority stock in the 
following banks located in Greater Dallas: 


Farr Park NATIONAL BANK LaKEwoop State BANK 
GREENVILLE AVENUE STATE BANK NATIONAL City BANK 
HicuiLanp Park State BANK Oak Curr BANK & Trust Co. 


Oak Lawn Nationa BANK 


Resources of the Republic National Bank and 
the above Banks aggregate $588,277,997.00 














NEW REPUBLIC BANK BUILDING 
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Vernon Boosters Publicize Polo Tournament 


J. Ben Critz, left, vice president and general manager of the Dallas Chamber of 
Commerce, receives a polo ball, suitably engraved, from two Vernon Chamber offi- 
cials. W. H. Wright, center, manager of the Vernon Chamber, and Ralph Holter, 
president, flew here to boost the first indoor-outdoor polo tournament in this section 
of the country. The tounament is being held September 25, October 2 and October 9 





MANUFACTURERS SINCE 1870 





at 8 p.m. at the Santa Rosa Rodeo gounds in Vernon. 








Dance School Expands, Frank De 
Vera, operator of a Dallas dance studio 
for four years, has opened a new deluxe 
type studio at 171744 Commerce. Mr. 
De Vera continues to operate his first 
studio at 3717 Rawlins with Ben High- 
burger as manager. Bob De Sota, asso- 
ciated with Mr. De Vera several years in 
Washington and Dallas, has been ap- 
pointed manager of the new studio. 
7. 


Buys Photo Studio. Kurt Borris, Dal- 
las commercial and portrait photograph- 
er, has purchased the Pearle Studios at 
66-67 Highland Park Shopping Village. 
Mr. Borris, who formerly maintained 
studios at 2810 North Henderson Ave- 
nue, has renamed his new establishment 
the Borris Atelier of Photography. 
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Distributor Moves. Oslin Nation Com- 
pany, manufacturers’ agents and dis- 
tributors of plumbing, heating, mechan- 
ical and pumping equipment, has moved 
from 705 Thomas Building to a new 
building at 155 Pittsburgh Street in the 
Trinity Industrial District. The new 6,- 
000-square-foot plant has office and stor- 
age space. The firm formerly used com- 
mercial warehousing. I. Kaplan is owner 
and general contractor of the building. 
William T. Byrd of Industrial Proper- 
ties, Inc., negotiated the lease. 
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New Quarters. Anderson Copper & | 
Brass Company of Chicago, represented | 


in Dallas by J. C. Loehr, district man- | 


ager, has moved into a new building at 
146 Parkhouse in Trinity Industrial Dis- 
trict. The company makes fittings and 
valves for refrigeration, automotive, 
hardware, plumbing and industrial 
wholesalers. The new quarters will serve 
as shipping point for 14 states. Williams 
and Wagner own the building and were 
the general contractors. 


5 4 y 
Sales Center Opens. Allen Electric & 
Equipment Company of Kalamazoo, 
Michigan, manufacturer of automotive 
electrical testing equipment, has opened 
a southwestern sales center at 1812 
South Lamar, along with its regional of- 
fices. R. C. Schad is regional manager; 
H. F. Evans, sales engineer, and Gilbert 
O. Urbanke, operator of the sales center. 


7 7 5 

Re-elected President. Arthur L. Kra- 
mer, Jr., has been re-elected president of 
the Dallas Grand Opera Association. 
Mr. Kramer is president of A. Harris 
and Company. Other officers are W. J. 
Brown, W. L. Prehn and R. L. Tayloe, 
vice presidents; Fred F. Florence, 
treasurer, and Henri L. Bromberg, Jr., 
treasurer. Two newly elected directors 
are Henry X. Salzberger and Lawrence 
Marcus. 








Cotton Bags 

Burlap Bags 

Multiwall Paper Bags 
Open Mesh Bags 
Polyethylene Bags 
Plio-film Bags 

Cotton Pick Sacks 
Eagle Sail Cotton Twine 
and Machine Thread 
Fultex Tarpaulins 
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IT'S A TOUCHDOWN for the Highland Park Scots as a towering end, Jett Rogers, pulls down a six-point heave from a teammate, Dee Norton. 


Future Champions Need Dallas Support 


By Bob Jones 


T’S HIGH school football time in 
Texas. Before the last cleat-dug divot 
has been replaced on Dal-Hi turf, a heap 
of great and glorious deeds will have 
been added to the adventurous annals of 
local gridiron lore. 

Many’s the high stepping, hula-hipped 
halfback, steel shouldered tackle and 
radar-handed end who will flirt with 
fame before the season dies. The big 
question this year: Will anybody be 
watching? 

As far back as 1930, a game between 
Sunset and North Dallas shoehorned 
some 46,000 rabid fans into the old Cot- 
ton Bowl. The 1951 season saw games 
that once attracted upwards of four to 
five thousand fans playing before a com- 
parative handful of eight or nine hun- 
dred, sometimes less. Nobody seems to 
understand the reason behind the de- 
cline in popularity of the autumn sport. 
Some quarters suggest that college and 
pro ball may have skimmed the cream 
from high school crowds. Others say 
that “old debil” television has cut into 
the once so popular pastime of spend- 
ing an evening “out at the game.” 

For years, Dallas has been the 
seething center of Texas high school 
football enthusiasm. Whatever has 
caused the decline in interest among the 
fans has been responsible for Big D 
losing ground to other cities in the mat- 
ter of team backing. The once overflow 
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crowds have dwindled at an alarming 
rate. All concerned agree that something 
must be done if the city’s reputation for 
the best high school football in the state 
is to be preserved. ‘ 
Focal point of all Dallas high school 
football activity is Dal-Hi Field located 
off Harry Hines Boulevard at Oak Lawn 
Avenue. With a seating capacity of 25,- 
000 fans, the stadium is considered one 
of the finest high school playing fields 
in the United States. Its press box will 
accommodate 100 writers, scouts and 
radio men. Also contained in the struc- 
ture are a quarter-mile track, fine gym, 


dressing rooms, offices, ticket booths, 
dormitory and clinic. 

One of the most unusual features of 
Dal-Hi is the fact that it was built with- 
out a cent being extracted from the har- 
ried tax payer. It was constructed in 
1939 at a cost of a little over one million 
dollars and financed by the sale of bonds 
which have since been repaid by gate 
receipts from athletic contests. It has 
been estimated that it would cost around 
two and one-half million dollars to dupli- 
cate Dal-Hi today. 

Much of the success of high school 
football in Dallas can be laid at the door 


THE NORTH DALLAS BULLDOGS will be led by this starting lineup. Starting on the bottom row, 
from left to right, are James Coker, Glen Witherspoon, Mayo Neal, Billy Verble, David Kingcaid, Carl 
McGee, Jerry Polen, Robert Burgess, Tony DeGrazier, George Cole and Ernie Manicchia. 
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P. C. COBB 


of P. C. Cobb, director of Dallas High 
School Atheltics, As one of the most 
widely known and respected members of 
the high school athletic world, Mr. Cobb 
was the guiding hand in the building of 
Dal-Hi. He is probably most famous for 
introducing the idea that high school 
games could be played at night. Since its 
advent in Dallas by Mr. Cobb, the idea 
has spread across the country and has 
had much to do with increased high 
school football attendance. 

When Mr. Cobb started night football 
in Dallas during the 1930 season, the 
idea was to lure the general public to 
the contests. If the games were played 
at night, Mr. Cobb figured, a lot of inter- 
ested fans who could not get away dur- 
ing the day would be on hand to cheer 
their favorite team. And he figured cor- 
rectly. 

Mr. Cobb is especially fond of Dal-Hi 
since he had such a great hand in its 
building. He is always quick to point out 
its many virtues. “Few people realize,” 
he will tell you pridefully, “the location 
of the stadium is within five blocks of 
being the geographical center of the 
city.” 

Uneasy lies the head that wears the 
championship crown in Dallas. Last year 
a triple tie resulted with Woodrow Wil- 
son, Sunset and Adamson sharing dis- 
trict honors. North Dallas, Forest and 
Crozier Tech rounded out the race in 
that order. One of the similiarities be- 
tween Dallas high school football and the 
hrand played in the Southwest Confer- 
ence is, according to Mr. Cobb, “That 
any team in the city is capable of knock- 
ing-off any other team at anytime no 
inatter where they may be in the stand- 
ings.” Two new high schools will soon 
join the big time. They are Hillcrest 
High and South Oak Cliff High. Then 
it’s going to be even rougher to pick 
them. 
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TALKING IT OVER with Linemen David Mitchell, left, and Robert Stark is Coach Don Helms with the 
Woodrow Wilson High School football staff who helped condition the boys for the 1952 grid season. 


When the crowds attending games at 
Dal-Hi started to decline a few years 
back, a new idea was brought forth to 
increase the sale of tickets. 

Books of five game ducats each were 
put on sale at $2.50 per book. The 
purchaser may use the tickets for any 
game played in Dal-Hi Stadium during 
the year. The admission price when 
payed at the field is $1.00 a head. Thus, 


there is a saving of one-half the ticket 


price if bought in the books of five. Mr. 
Cobb emphatically said, “This is not a 
money-making proposition. We just 
want to have the folks come out.” 

This year, in order to give the tickets 
wider distribution, the sale has been 
turned over to the Dallas Junior Cham- 
ber of Commerce. Tickets in any number 
may be ordered by writing the office at 
1101 Commerce and adding ten cents for 
the cost of mailing and handling. 


MAKING YARDAGE for the Highland Park Scotties is Halfback Johnny Berke while Guard Smithy 
Keller gets ready to try and block out Adamson's charging Halfback Freddie Goodman as the Park 
Cities boys won the game 25-0. 











HINTON & LOCKE, INC. 
Real Estate Loans 
305 North Ervay 
Phone RI-4663 











INDUSTRIAL and 
COMMERCIAL 
CATERING 
WITHIN 200 MILES 
OF DALLAS 


CA 
CATERING HNO A 


CASA LINDA LODGE 


The Casa Linda FOODMOBILE 
Brings Our Kitchen 
to Your Door! 


LEE BEDFORD 


CASA LINDA 
CATERING SERVICE 


11038 Garland Road Phone FA-2746 











PRESENTING 
DALLAS’ 
FINEST 
EMPLOYMENT 
SERVICE 


% SALES 


RI-3426 %& TECHNICAL 


Time Saved In Finding Right Employee 
With a Minimum of Interviews 


NO CHARGE TO EMPLOYER 


PRAETORIAN BUILDING ' 


EMPLOYMENT SERVICE 


Hotel Greeters Officials Honored 
Two top officials of the Hotel Greeters of America were honored this month by 


| Dallas hotel associations. O. L. Dauterive, left, president of the Central Southwest 
| Regional Association of the Hotel Greeters of America, and S$. Wallace Miller, center, 
| chairman of the liaison committee of the international hotel greeters organization, 
| visited Dallas from New Orleans. Above, Dallas County Sheriff Bill Decker swears the 
| men in as “honorary sheriff's deputies.’ Ben Roberts, president of the Dallas Hotel 
| Association, honored them with a luncheon at the Hotel Stoneleigh. Later, Dallas 
| Charter 51 of the Hotel Greeters of America had a dinner in their honor. Miss Connie 
| Sherman, secretary of the Dallas Hotel Association, issued a special invitation to the 
| visitors and the citizens of New Orleans to return to Dallas for the State Fair of Texas. 











| Scrap Metal Firm Sets 


Record With New Press 


Installation uf a new hydraulic press 
enabled the Liberty Iron and Metal Com- 
pany, Industrial at Harry Hines Boule- 
vard, to ship out a record-breaking 20- 
car train load of baled scrap metal. 

The shipment weighed more than 2,- 
000,000 pounds. 

The new press compressed and baled 


| the shipment into cubes of solid metal 


measuring about two and one-half feet 
by three feet. They. weighed about 500 
pounds each. 

Liberty Iron and Metal now ships out 
more than a carload of baled scrap 
metal daily. 

Ben Rosenfield is head of the $500,- 
000 concern. 
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New Revion Manager. Harry Doyle 
has been appointed southern regional 
manager of the Revlon Products Cor- 
poration. Mrs. Doyle has been with the 
company 10 years as southwestern sales 
representative. The appointment was 
announced from Revlon’s New York 
offices. 








Air Force Gives Temco 
Contract for Overhaul 


Temco Aircraft Corporation has re- 
ceived its fifth Air Force contract within 
four years to overhaul C-54 Skymasters, 
Robert McCulloch, president, an- 
nounced. 

The work is to begin immediately at 
Temco’s division in Greenville. The new 
contract calls for reconditioning an un- 
given number of aircraft at an estimated 
cost of about $5,000,000. 

With the contract’s completion Temco 
will have overhauled, modified or con- 
verted more than 2,000 military and 
transport aircraft. Of these, 822 will 
have been C-54’s or their civilian coun- 
terparts, DC-4’s. 

Since the first Air Force contract in 
May, 1948, not a day passed without 
work being done on a C-54 at Temco’s 
Dallas or Greenville plant. 
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JOHN C. GRACEY has become ar 
associate in the Henry Morgan Insur 
ance Agency, Dallas Cotton Exchange 
Building. 
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How to CUF clerical costs 
by better filing methods 


REMINGTON RAND HOW-TO BOOKLETS OFFER You 
THE COLLECTED EXPERIENCE OF AMERICAN BUSINESS 
ON MODERN FILING SYSTEMS AND PROCEDURES 


“Ideas that are practical = 
and complete...easy to apply # 
in your office f 


JUST ONE IDEA HERE ; For your copies 
% o a 
SAVE YOU *100 : ... just mail coupon 


bape Ie 


had 
eh, 
oe Soo Mine! 5. table 


These booklets are full of useful facts — 
based on actual experiences in many 
thousands of firms of all types and sizes. 
You see the systems and procedures 
which have proved successful under all 
kinds of operating conditions. Since Rem- 
ington Rand supplies all types of filing 
equipment, systems and services, you get 
candid advice on which will apply best to 
any situation. In this way, you are truly 
equipped to decide wisely on which City ZONE STATE 
methods will best solve your problem. a -cap cl net ik ei inal eet ims tins sa als hes ce neh eee ies ines Sits ed ed ns tno hes Gents Sk ee 


2100 N. Akard Street, Dallas 1, Texas 
Telephone: Prospect 3111 


Please send me filing manuals LBV-396 and X-1200. 


NAME TITLE 





FIRM 





ADDRESS. 
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CHAMPAGNE characterized the effervescence and elegance of the 1952 Fashion Exposition of 
Neiman-Marcus early this month. 


Fashion Exhibit Stresses 


ew fOrm 


w shape 


FIGURATIVE ‘Fashion Keys to the City” were presented the four recipients of the Neiman-Marcus 

awards at a luncheon given by the Dallas Fashion Center. Left to right, Cecil M. Higginbotham, president 

of the Dallas Fashion Center, Mayor J. B. Adoue, Jr., and Ben H. Wooten, president of the Dallas Chamber 
of Commerce, participated in the program. 


YOUTHFUL CLOTHES designed by Anne Fo- 
garty were modeled by three of the New York 
designer's own models, flown to Dallas 
for the occasion. 


VERY year since 1938, when Nei- 

man-Marcus inscribed the first 
name on its Fashion Hall of Fame, the 
internationally known specialty store 
has been trying to out-perform the year 
before. 

The year 1952 was no exception. 

Although the store itself is in the 
midst of a $5,000,000 expansion, the 
staging of the fifteenth annual Fashion 
Exposition again was the largest and 
most elaborate production of its type in 
the country. 

Neiman’s borrowed the sparkling ef- 
fervescence of champagne to character- 
ize this year’s presentation. As a dozen 
of the 50 models held their glasses high 
to toast the climax of the show, the tink- 
ling bubbles hinted that fashions, too, 
fleet away on the wings of time. 

Yet this knowledge made even more 
tempting the idea that the fashions 
premiered had been selected with the 
same care of the skillful winemaker, jeal- 
ously guarded and watchfully held until 
the exact amount of its magic was ready. 

The visitors who lined the runways 
that stretched the length and breadth of 
the store felt the spell. 

As model after model revealed cos- 
tume after costume, Neiman’s cast the 
charm that women love. 

Designs came from the great coutur- 
iers of America, England, France and 
Italy along with accessories, furs, jewels 
and perfumes from the fine makers of 
the world. 

Four more names were added to fash- 
ion’s Hall of Fame as awards “for dis- 
tinguished service in the field of fash- 
ion” were presented to Roger Fare of 
Paris, the world’s foremost designer of 
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MORE THAN 50 models made 200 costume changes during Neiman's presentation. Prophetic designs were cited as trendsetters for the coming year. 


gloves; Anne Fogarty, young American 
designer who creates clothes for the 
young and the young in heart, and Vin- 
cent Monte-Sano, creator of fine suits 
and coats whose label has been the hall- 
mark of quality and craftsmanship for 
decades. 

The forth awardee was Dolores del 
Rio of Mexico, “whose great personal 
taste and beauty as well as her profes- 
sional prestige as an actress and film 
producer have great fashion influence 
throughout Latin America.” 


The Dallas Fashion Center, organiza- 
tion of apparel manufacturers, enter- 
tained the awardees with a luncheon in 
the Cactus Room at the Hotel Adolphus. 

Cecil M. Higginbotham, president of 
the Dallas Fashion Center, welcomed 
guests and presided during the pro- 
gram, which included greetings from 
Ben H. Wooten, president of the Dal- 
‘as Chamber of Commerce and Mayor 
J. B. Adoue, Jr., who presented the 
iwardees figurative “Fashion Keys to 
he City.” 

R. A. Johnston, Jr., program chair- 
nan and immediate past president of 
he center, introduced the honor guests 
ind Stanley Marcus, president of Nei- 
nan-Marcus, and the principal speaker. 


“New shape .. . new form,” the theme 
ior the show, was dramatized by the si- 
nultaneous showing of the most com- 
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prehensive collection of contemporary 
sculpture in America outside a museum 
or gallery. 

Fashions were shown against a back- 
ground of sculpture in steel, marble, 
bronze, wood and wire. The names of fa- 
mous designers were listed alongside 


those of acclaimed modern sculptors. 


Again this year, proceeds from the 
exposition shows and the Exposition 
Ball which followed the opening night 
presentation, went to the permanent 
acquisition fund of the Dallas Museum 
of Fine Arts. 


WINNERS of Neiman-Marcus fashion awards were presented engraved silver plaques by Stanley Marcus, 
center, president of the store. Left to right are Vincent Monte-Sano, Delores del Rio, Mr. Marcus, 
Anne Fogarty and Roger Fare. 








Future Medical 


This is Architect Mark Lemmon's conception of how the 
Basic Science Building for the Southwestern Medical School 
of the University of Texas will appear. Construction of the 
building, adjacent to the projected City-County Hospital on 
Harry Hines Boulevard, is scheduled to begin this year. The 
$2,750,000 four-story building will contain facilities for med- 
ical students in their first two years of training. Next to this 


School Building 


edifice, the school hopes to erect a clinical building for ad- 
vanced studies. Present funds appropriated by the Texas 
Legislature barely cover cost of the basic science building 
and additional money must be obtained to pay for the clinical 
building without which the school cannot get first class accredi- 
tation. Southwestern Medical School has been housed in tem- 
porary quarters next to Parkland Hospital. 











HANDLES CUSTOMER ACCOUNTING 
FASTER AND EASIER WITH 
V-LINE TRAYS 


b 


Crabtree’s Wholesale Radio Parts are sold to dealers all over Texas. 


Billing thousands of parts, each of a different description and cost, requires 
unbelievable’ speed and accuracy. To help accomplish the job, Crabtree’s 
are using Diebold V-Line Trays for machine posting. Call a Diebold specialist 
to analyze your record handling problem today. 


Diebo! 
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Brodie Meter Firm Occupies New Quarters 


The Ralph N. Brodie Company, Inc., manufacturers of Brodie meters, has moved 
into this new building at 167 Parkhouse Street in the Trinity Industrial District from 
302 South Pearl. The structure, built to the firm's specifications, houses the south- 
western division office, service department and warehouse. J. J. Kropp is manager 
and directs the southwestern division's sales and service. Bob Bosworth of the Moser 
Company, realtors, handled negotiations, The building is shared with Allied Oil 
Equipment Company, authorized agents for Brodie meters in Central Texas and job- 


bers of other lines of petroleum handling equipment. 








Music Distributor 
Gets New Quarters 


Business Music, Inc., of Dallas and 
Fort Worth has moved into new quarters 
at 147 Parkhouse Street in the Trinity 
Industrial District. 

The move combines offices and stu- 
dios, formerly located in the Reserve 
Life Building, and technical facilities, 
which were housed on Alamo Street, 
while also providing space for Interna- 
tional Electronics Corporation, an af- 
filiate. 

Business Music is distributor for 
Muzak music service, famous through- 
out the nation for background music in 
restaurants, bank lobbies and_ other 
places of work and intertainment. 

The new building, a one-story, 5,000 
square foot structure, is owned by Wil- 
liams and Wagner Construction Com- 
pany. 

Lease negotiations for both parties 
were handled by Bill Campbell, Jr., of 
the Moser Company. The building was 
leased for 10 years. 

Dell Sadler is general manager of the 
firm. 

Its affiliate, International Electronics 
Corporation, specializes in custom in- 
stallations of sound amplifying equip- 
ment. 
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Shopper's Bus Service 
Provided Inwood Area 


A free shopper’s bus service has been 
inaugurated for patrons of the Inwood 
Village Shopping Center. 

Jack B. Morris, president of the In- 
wood Village Merchants Association, 
said the purpose of the new service is to 
assist customers of the center. 

Starting point for the bus, which will 
travel four different routes starting at 
9:20 a.m. and ending at 4:10 p.m., is 
the Inwood Theater. 

Each route is traversed within an 
hour. 

The service is provided once a week 
on Thursday, Mr. Morris said. 

yor 

Enters New Building. Titche-Goet- 
tinger Contract Sales Division has occu- 
pied a new building at 2126 Irving 
Boulevard in the Trinity Industrial Dis- 
trict. The division, headed by Everett 
Stunz, handles furnishings for hotels, 
tourist courts and office buildings. Quar- 
ters were formerly at 6102 Peeler Street. 
The new building is of brick and ma- 
sonry and equipped with rail trackage 
and truck loading facilities. George R. 
Watts is owner and general contractor. 
Herb Holt of Dee R. Reeves Company 
handled lease negotiations. 


SAY MANY 
SUCCESSFUL 
FLEET 

OPERATORS 


Here’s Why: 


“Osage takes care of everything” 

. supplying as many cars and 
trucks as you need, when you need 
them. Consider these money- and 


time-saving features: 


1. No Investment 
2. No Maintenance 
3. No Insurance 


4. Rental is Direct 
Tax Charge-Off 





For Full Information 
Phone, Write or Wire 


OsaAGE 
Rentals, Jue. 


1914 N. HARWOOD e_— Riverside 4763 











Fully-Paid Investment 
Certificates Issued 


$100 to $10,000 


Insured by Federal Savings and Loan 
Insurance Corporation, Washington, D.C. 


METROPOLITAN BUILDING 
& LOAN ASSOCIATION 
1400 MAIN STREET RI-5103 
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In the Picture: 


Dan Edwards, one of the Dallas Tex- 
ans’ pass-catching ends, dives for a low 
one. A former University of Georgia 
player, Edwards has been in the profes- 
sional ranks for five years. He is the end 
who broke into the clear behind the De- 
troit secondary and gathered in a long 
pass from Bob Celeri, Texan quarter- 
back, good for the second touchdown 
against the Lions in their recent game in 
the Cotton Bowl. Edwards and Dick Wil- 
kins are the starting offensive ends for 
the Texans. 


It's Football Season 


...in Dallas! 


REGARDLESS of the season, and regardless of whether 
your business is selling merchandise, or 
performing a service to the public, good 


printing is bound to help you do a better job! 


Go to 


Haughton Brothers 


for Better Printing 


3116 COMMERCE STREET © PR-~2583 
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‘Texan of Distinction’ 


Eugene Holman, president of the 
Standard Oil Company of New Jersey 
and a native born Texan, will receive the 
first annual “Texan of Distinction” 
award at the State Fair’s annual ban- 
quet on October 7. Mr. Holman, who 
distinguished himself in industry and 
science, will speak at the banquet. The 
annual award is given to a native born 
Texan who has lived at least 15 years 
of his life in Texas and who has distin- 
guished himself in industry, science or 
arts on a national basis. 
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New Leasing Firm. A new company 
named Earl Hayes Rents Cars and Trucks 
has begun operations this month at a 
temporary location, 718 East Ninth 
Street in Oak Cliff. Construction will 
start soon on permanent facilities on In- 
dustrial Boulevard, north of Commerce 
Street. Officers include Earl Hayes, presi- 
dent; L. O. Taylor, vice president and 
W. J. Helm, secretary-treasurer. 


¥. 5 A 7 


Daily Paper Added. The Garland News 
has started publication as a daily paper, 
after publishing tri-weekly since Octo- 
ber, 1950. It will be issued on Sunday 
mornings, then evenings except Satur- 
days and Mondays. William H. Brad- 
field, Sr., is publisher; Bill Bradfield, 
Jr., editor, and Mrs. Bradfield, Sr., wom- 
en’s editor. 
Rte 


Sewing Center Opens. The Phoenix 
“ewing Center has opened at 1500 Forest 
Avenue with Johnny Wilson as store 
manager. It will feature Phoenix Zig- 
Zag sewing machines and carry a com- 
plete line of Nash-Kelvinator products, 
Stromberg-Carlson television sets and 
Monitor washers. 
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Promotions placed five executives of the Daily Times Herald in higher positions 
this month. James F. Chamber, Jr., center, managing editor of the paper since Octo- 
ber, 1945, has been named vice president and general manager. Promotions in the 
editorial department made Mason Walsh, left, managing editor, and Hal Lewis, 
second from left, executive news editor. Advertising department promotions made 
James V. Lovell, second from right, assistant to the advertising director and Don L. 
Schneider, right, advertising director. Also promoted but not pictured was Leake 
McCauley, manager of general advertising. 


Welcome for Visiting Merchants 


Max Clampitt, president of the Dallas Manufacturers and Wholesalers Associa- 
tion, Inc., welcomed visiting merchants at a party in the Hotel Adolphus during the 
recent twenty-fourth Allied Gift and Jewelry Show. H. W. ‘‘Wes"’ Johnson, president 
of the show, stands at the right. Norman Teguns of the Bulova Watch Company, sitting 
at right, was master of ceremonies. Show officials said a record volume of business 
was done as buyers ordered mechandise for fall. 


41 








WINNING TEAM! 
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Texlite Names New Officials 


E. C. Brooks, right, has been named assistant to the general manager and Irwin L. 


_—E | Goldman, co-ordinator of advertising, sales promotion and public relations of Texlite, 
——_ | Inc., manufacturer of procelain for architectural and outdoor advertising purposes. 
| Since 1942, Mr. Brooks has been associated wtih a Fort Worth aircraft concern. He 
| has more than 10 years of experience in production control, tooling and sub-contract- 
| ing. Mr. Goldman came to Texlite from the Dallas Morning News, where he was 


Two significant factors in 
the development of the Lone Star 
State, the State Fair of Texas 
— America’s largest annual 
exposition — and SOUTHERN 
PACIFIC — America’s largest 
railway system — have contrib- 
uted much to Texas’ progress 
and prosperity through the 
years. 

This winning team con- 
tinues to pioneer the agricul- 
tural, technological and cultural 
advantages . . . many yet un- 
tapped .. . in this region of 
rich promise. 

Currently observing its 
One Hundredth Anniversary, 
SOUTHERN PACIFIC provides 
the finest, fastest and most de- 
pendable rail transportation 
possible for freight shipments 
or passenger travel throughout 
the area it serves. 


A CENTURY 
OF SERVICE 





| assistant to the public relations director. 


| First House Shown 

| In New Development 

First of 24 all-weather air conditioned 
| homes to be built in Marler Hills in 
| Grand Prairie near Dallas has been dis- 


played to the public by Hodges & Wad- 


| dill, builders. 


Priced between $16,000 and $18,000, 
the development is located adjacent to 
the new Grand Prairie High School. 

Features of the houses include Carrier 


| Weathermaker air conditioners for cool- 


| ing the entire house in summer and 
| warming it during winter, aluminum 
| windows with heat resistant glass and 
| piano-finish mahogany for window sills, 
| trim and cabinetry. 
| Sponsoring the homes project with the 
| builders are the Carrier Corporation of 
| Syracuse, New York; the Bock Corpora- 
| tion of Dallas, Carrier distributor, and 
| Floyd & Dickey Company of Grand 
| Prairie, air conditioning contracting 
| firm. 
rr 
| Branch Operations. Anchor Post 
| Products, Inc., Baltimore, Maryland, has 
| begun operations of its Dallas branch at 
| 3030 Fort Worth Avenue. The company 
specializes in industrial and residential 
chain link fences. 


Holland's Staff 
Remains in Dallas 


New owners of Holland’s Magazine 
have announced editorial and general 
business offices of the publication will 
remain in Dallas. 

The 47-year-old magazine, which has 
been published in Dallas and circulated 
throughout the South and Southwest, 
has been purchased from Farm and 
Ranch Publishing Company of Nash- 
ville, Tennessee, through financing by 
Hugh Wolfe of Stephenville. 

No major changes in personnel are 
being made by the new owners. 

Advertising offices will be maintained 
in New York, Chicago, Atlanta, Los An- 
geles, San Francisco and Dallas. 

Effective with this month’s issue, the 
magazine will be printed by Kansas 
Color Press of Lawrence, Kansas. It was 
formerly printed by Cuneo of Chicago 
and Kokomo. 

Mr. Wolfe, a nurseryman, was named 
vice president in the corporate organiza- 
tion under the new ownership. 


"Mes 
Store Addition. Seidel’s Apparel Store, 
4504 Lovers Lane, has added a new chil- 
dren’s department. Paul and Norton Sei- 
del are partnership owners of the store. 
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Saladmaster Firm 
Begins New Edifice 


Saladmaster Sales, Inc., a Dallas born 
institution that has grown into an inter- 
national organization, has begun work 
on a new office building to be added to 
its present office and warehouse facili- 
ties in the Trinity Industrial District at 
131-35 Howell Street. 

It is the third building to be built in 
five years for the company which was 
founded here in 1947. 

Harry Lemmons, president, said the 
new building will provide additional of- 
fice and warehouse space and sales train- 
ing facilities. It will be of modern design 
and air conditioned. 

The company, a direct sales organiza- 
tion, has grown from three salesmen in 
1947 to more than 1,500. Sales coverage 
is provided in every state, Hawaii, Mex- 
ico and Canada. 

Products of the expanding company 
include a kitchen device for peeling, 
slicing, shredding and grating of fruits 
and vegetables and a complete line of 
aluminum and stainless steel cookware. 

Saladmaster is parent of two sub- 
sidiary concerns, Kitchen-Quip Manu- 
facturing Corporation of Waterloo, 
Indiana, and Kitchen-Quip Finance 
Company of Dallas. 

More than 75 persons are in the com- 
pany’s Dallas office force. 

,rgy 


Conditioner Added. Texas Panacalite 
Company of Irving has added to its list 
of products a new soil conditioner 
known as Pana-Loam, which is a mineral 
base, non-synthetic product made from 
lava bed sources in Utah. 
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First National Names Officers 


William Dewey Presley, left, and William W. Fair, Jr., have joined First National 
Bank in Dallas as assistant trust officers. Mr. Presley was an accounting clerk with 
Magnolia Petroleum Company from 1939 to 1942. For the last ten years, he has 
been a special agent for the Federal Bureau of Investigation and in Dallas since 1950. 
From 1938 to 1951 Mr. Fair was associated with Hexter Title & Abstract Company of 
Dallas, except for two and one-half years of service as a special F. B. |. agent during 
World War Il. He became a partner of the firm in 1948. Since then, Mr. Fair has been 
a vice president and co-owner of Housing Engineers of Dallas, a firm engaged in 
planning and supervision of construction projects. 


Named Representative. J. Y. Schoon- 


Appointed Outlet. Earl M. Jorgensen 


Company of Dallas has been named 
Texas distributor for the Kaiser Alumi- 
num & Chemical Sales, Inc. Through the 
new distributorship fabricators will be 
supplied with a variety of aluminum 
products. 


maker Company of Dallas has been 
named Texas engineering representative 
by Laboratory for Electronics, Inc. The 
Dallas firm will also represent the Boston 
company in Arkansas, Louisiana and 


Oklahoma. 








SUPPORT OF CHAMBER ACTIVITIES by Dallas attorneys is discussed by Ben H. Wooten, left, 
president of the Dallas Chamber of Commerce, and E. Taylor Armstrong, president 
of the Dallas Bar Association. 


Attorneys Accept Role 
Of Civic Leadership 


ALLAS attorneys, with the presi- 

dents of both the national and state 
bar associations in their own home town 
this year, have organized to add their 
strength to the force of the Dallas 
Chamber of Commerce. 

At an organization meeting early this 
month at the City Club, a committee of 
attorneys elected Haskell H. Cooper to 
lead a membership drive among his own 
profession. 

Working with him will be Philip L. 
Kelton, William Latham Leeds, H. T. 
Bowyer and Dwight L. Simmons. E. 
Taylor Armstrong, president of the Dal- 
las Bar Association, J. Glenn Turner, 
president of the Texas Bar Association, 
and Robert G. Storey, president of the 
American Bar Association, will also par- 
ticipate in the new activities. 

E. V. McCright, chairman of the 
Chamber’s membership committee, com- 
mended the attorneys for taking the lead 
in recruiting members of their own pro- 
fession for Chamber work. 

“The attorneys do not plan a high- 
powered membership drive,” Mr. Mc- 
Cright said. “They have selected a group 
of leaders in their field to contact the 
attorneys they believe will be interested 
in joining the Chamber.” 

In years past, attorneys have taken 
prominent positions of leadership in the 
development of Dallas and the nation. 
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One of Dallas’ most colorful characters 
was Colonel W. L. Crawford, a soldier 
in the Confederate Army who practiced 
law for 52 years. Me enlisted in the Con- 
federate Army as a private, was soon 
promoted to a captaincy and at the end 
of the war was lieutenant colonel com- 


manding the Nineteenth Texas Infantry. 

Colonel Crawford “was probably the 
ab!est criminal lawyer Texas has ever 
produced,” the book, “The Dallas Bar 
Speaks,” stated in 1936. 

There are many loosely knit organi- 
zations of attorneys in Dallas during the 
city’s early years, but the history of the 
Dallas Bar Association itself begins in 
1916. F. M. Etheridge, a prominent at- 
torney of his day, was first president of 
the association. 

In 1936, while D. A. Frank was presi- 
dent, the association inaugurated a week- 
ly clinic to provide a_ post-graduate 
forum for discussion of legal problems. 
It also began its own publication, “The 
Dallas Bar Speaks.” 

In 1937 the association opened its 
own office with a full-time executive sec- 
retary and in 1939 the Dallas Bar re- 
ceived the American Bar Association 
Award of Merit for the most outstand- 
ing and constructive work done by a 
local bar association during the year. 

W. R. Harris, addressing the Bar As- 
sociation of Dallas on its twenty-fifth 
anniversary, pointed out that many of 
the organization’s members had been 
elected to high positions in the state and 
nation. 

Three members were nominated as 
judges of the Supreme Court while prac- 
ticing in Dallas; three were elected 
Texas attorney general; four, elected to 
Congress and two, elected to the U. S. 
Senate. 


A SPECIAL COMMITTEE to interest members of the legal profession in Chamber activities includ>s, 
left to right, Philip Kelton, Dwight Simmons, Haskell Cooper, chairman, and William Leeds. Not pictured 
is H. T. Bowyer, who is also on the committee. 


: 
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Uptown, Downtown, All Around The Suburbs! 


Traveling Displays constantly flash a message to the 
consumer as the buses and streetcars make their endless 


rounds covering 62,000 miles of Dallas streets every day. 


These eye-level moving signs are produced in our own 
silk screen plant. Many of them utilize the brilliant Day-Glo 
colors such as the red on the preceding page. Since the 
vehicles are washed every other night, most of the sigris 
are on metal to assure the advertiser of bright, clean in- 


destructible displays at all times. 


T. D.’s are sold in multiples of 25 and the cost of each 
space is only twenty cents, or less, per day. Rates based on 


a year’s contract are shown below. Shorter terms run slightly 


higher. 
25 spaces . . . $150 per month 
50. ” ee nee a 
Oo. << Ye 
00. 2 + ae " 


The above prices are for space only; cost of producing the 
signs is extra. We will be happy to furnish production figures 
and sample layouts on request. For further information cail 
PRospect 2521 and ask for Mr. Stevenson. 


IN DALLAS T.D:S can be bought for.. / ci, /7..why not inquire now 


TRANSPORTATION AvtiemrswG SALES, INC. 


1925 CEDAR SPRINGS ROAD PROSPECT 2521 












Dallas-Made Plane Enters Action in Korea 


The new AU-1 Corsair attack plane manufactured at the Dallas plant of Chance 
Vought Aircraft has been used in action against the Communists in Korea. It is ihe 
latest in the series of Corsairs, of which World War II's F4U probably was best known, 
and in Korea joined six other Corsair models. The first unit to fly the AU-1 into battle 
was Marine Aircraft Group 12. What makes the AU-1 different from its predecessors 
is that it was especially adapted for the strain of flying over Korea's hill and valley 
terrain and was heavily armored against ground fire. It also has heavier armament 


than the earlier Corsairs. 





Temco Aircraft Awarded 
Prime Navy Contract 


Temco Aircraft Corporation has 
signed a licensing agreement with the 
McDonnell Aircraft Corporation of St. 
Louis, Missouri, and has been awarded 
a prime contract by the United States 
Navy to produce an undisclosed number 
of McDonnell F3H Demon, single-jet, 
carrier-based fighters. 

The dollar value of the contract was 
not announced, but it was disclosed that 
Temco will build the swept-wing, high 
speed fighter at its Dallas plant. 

The Navy awarded a prime produc- 
tion contract to McDonnell in March, 
1951, five months prior to the first flight 
of the first XF3H Demon. The flight was 
made at St. Louis’ Lambert Municipal 
Airport on August 7, 1951. 

The F3H contract marks another im- 
portant milestone in the rapid rise of 
Temco Aircraft Corporation to its pres- 
ent position as one of the major compa- 
nies in the aircraft manufacturing in- 
dustry. 

It is the first prime contract for a 
complete airplane to be awarded Temco, 
and as such is the largest contract both 
from the standpoint of dollar value and 
of responsibility ever undertaken by the 
Dallas company headed by Robert Mc- 
Culloch, president. 

Signing of the F3H agreement created 
an immediate requirement for approxi- 
mately 400 additional people at the 
Temco Dallas plant. 
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New Shipper Conference 
Organized in Dallas 


Recently organized in Dallas was the 
Southwest Shippers Motor Carrier Con- 
ference. There were 36 members attend- 
ing the first meeting. Memberships con- 
sists of representatives and officials of 
the Common Carrier Motor Freight Line 
and representatives of industry operat- 
ing or doing business within the south- 
western area. 

Paul Stallings of Dallas has been 
elected chairman and Frank Kesler of 


Oklahoma City has been named alter- | 


nate chairman. 

Primary purpose of the organization 
is to discuss matters of mutual interest 
between the shipping and receiving in- 
terests and the motor carrier operators. 

7 5 A 4 
Two Dallas Books. Two more volumes 
by Dallas authors have been published 
this month. Ramon Adams’ “Come and 
Get It: The Story of the Old Chuck 
Wagon Cook” has been released by the 
University of Oklahoma Press. 
Month of Christmases” has been com- 
pleted by Longmans, Green. Its author 
is Siddie Joe Johnson, children’s librar- 


ian of the Dallas Public Library and | 
Dallas | 


children’s book editor of the 
Mornings News. 
ee me. 


Concert Tickets. Season memberships 


to the Community Course are being of- | 
fered to the general public for the first | 


time this month. 








Business and Industrial 
Real Estate 
Sales—Leases—Loans—Appraisals 


HENRY S. MILLER CO. 


Realtors 
Southland Life Bidg.—Dallas—Phone RI-9171 











ARCHITECTS AND 
ENGINEERS 


SUPPLIES Photostats 


SOUTHWESTERN 
BLUE PRINT CO. 


1801 Commerce — Dallas — Phone RA-8083 








BAKER AIR CONDITIONING 
REFRIGERATION 
TEXAS 
REFRIGERATION & 
ENGINEERING CO. 


158 Express—Dallas—PR-3224 
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COMMERCIAL AND INDUSTRIAL 
BUILDING LOANS 
RESIDENTIAL, CONVENTIONAL, 
AND F.H.A. 

TO BUY, BUILD, REFINANCE, REPAIR 
OR REMODEL—BEST INTEREST RATES 





SUETNERG TREES aneaTaat o 
q ment enes Loans 


AOVE AMO COSTA 
OAs CATATE © sm ev eames 


Loans approved from plans and 
specifications on proposed buildings. 


SOUTHERN TRUST 


& MORTGAGE CO 


“Established 1924°° 
Approved FHA Mortgagee 


F. M. LOVE, Ch. of Board—AUBREY M. COSTA, Pres. 
Phone R1-5551 
INSPECTIONS, COMMITMENTS on CONVENTIONAL 


1302-4 Main Street 
LOANS IN 24 HOURS 
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DON'T 
FEED THE 
ANIMALS 
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He just doesn’t have 

















‘*Continuous Vision’’ 


Sherman suffers the same 
impairment as many other 
bifocal-wearers. He can’t 
see quickly and easily— 
he’s forced to tilt his head 
to see clearly—and inci- 
dents like this are bound 
to happen. He should see 
his doctor about Con- 
tinuous Vision Lenses. 
They restore comfortable, 
natural vision as well as 
youthful seeing habits.Our 
experience in filling pre- 
scriptions for CVs in your 
choice of frames will add 
to your visual comfort. 


“The Prescription House for the 
Eye Physician" 


SYLVESTER’S 
Dispensin g Opt ictans 


308 Medical Arts Building Dallas 











Tz Jo SHORT ONES 


we can be of help with 
your building project.. 
suggesting materials, 
contractor or carpenter, 
and a convenient 
monthly payment plan. 
See us! 


WIENER 


Lumber Ca. 


MAPLE AVE. and INWOOD RD. * JUstin 6111 
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Chamber Entertains Continental Airlines Head 


Ben H. Wooten, left, president of the Dallas Chamber of Commerce, and J. Ralph 
Wood, right, vice president, point out features of a currency exhibit to Robert F. Six, 
president of Continental Airlines. Continental plans new airline service for Dallas if 
the Civil Aeronautics Board approves. A reception honoring Mr. Six and other Conti- 
nental executives was held in the Community Room of the Texas Bank & Trust Company 
by directors of the Dallas Chamber of Commerce. 


Firm Changes Ownership. J. R. Ma- 
haffey and J. P. McDermott have taken 
over the Gray Realty Company, 5634 
Mockingbird Lane. and changed _ its 
name to Greater Dallas Real Estate Com- 
pany. The new owners had been partners 
with Charles A. Gray in the Gray Realty. 
The new firm will continue at the same 
location with the same sales force. Mr. 
Gray will devote his full time to construc- 
tion under his firm name, Gray-Bilt 
Homes, Inc. 


y y y 


Supermarket Expands. Tillman Ray 
MaGouirk and Harold MaGouirk. 
brothers, have remodeled, expanded and 
re-opened their Skyline Super Market at 
2415 East Eleventh Street. The building, 
now 84 by 40 feet. has two warehouses 
in the rear. New equipment includes two 
new vegetable cases and air conditioning 
units, 
5 if y 


Optometry Office. Dr. G. k. Nowlin 
has announced the opening of his op- 
tometry office in Arlington. Dr. Nowlin 
has been with the firm of F. V. Swanson 
& Son in Dallas during the past year. He 
is a graduate of Texas Technological 
College, Lubbock, and Northern Illinois 
College of Optometry, Chicago. 


Site Purchased. Moncrief-Lenior Man- 
ufacturing Company of Houston has 
hought a block of property at Corinth. 
Gould and Parker streets to build a 
large office-warehouse building for its 
Dallas branch operation. H. H. Watson 
represented both the buyer and_ the 
seller. H. P. Brown of San Antonio. 


¥ y y 


Remodels Building. Owner J. VI. Wil- 
cox is completely remodeling the two- 
story building at the Northwest corner 
of Cole and Knox streets in the Knox 
Street Shopping Center. When complet- 
ed the building will provide space for 
five ground floor stores and offices on 
the second floor. all air conditioned. 


b LA y 


Company Sold. The Ruberoid Com- 
pany has announced it has acquired 
assets of the American Asphalt Roof 
Corporation and will sell the properties 
to the Johns-Manville Corporation of 
New Jersey. American Asphalt has oper- 
ated two branch factories in Fort Worth 
since 1939 while Ruberoid operates a 
plant in Dallas. John Flood. Jr.. Ruber- 
oid’s southwestern division manager. 
said transfer of assets will not disturb dis- 
tribution programs of either company. 
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Station Opens. Collett Munger and 
Jack R. Munger have opened Munger’s 
Service Station at 290] Commerce 
Street. Collett Munger. who will operate 
the station, said catering will be to com- 
mercial firms with truck and delivery 
fleets. 
yor? 


Lower Fares. Pioneer Air Lines has 
asked the Civil Aeronautics Board in 
Washington to authorize a major reduc- 
tion in fares between Dallas and ot! er 
Texas cities and Santa Fe. New Mexico. 
to permit skiers to make inexpensive 
trips to the area this winter. 


More Space. Aston’s English Bakery 
has moved from 4306 Lemmon Avenue 
to larger quarters at 6029 Luther Lane 
in the new Preston Square shopping 
area. O. W. Aston is owner. 


¥ y ¥ 


Cadillac Corner. Formal opening has 
heen held for Ray Woods Auto Com- 
North 
Pearl Street. Bob Shaw is manager and 
Ray Lackland. nationally known rodeo 
announcer. is sales assistant. The firm 
deals in new and used Cadillacs exclu- 


pany s Cadillac Corner at 801 


sively, 


New Distributor. Jax Distributing 
Company of Dallas, owned by John V. 
McMillan and Edwin S. Curtis, has been 
appointed distributor in the Dallas area 
for the Jackson Brewing Company of 
New Orleans. The firm is located at 110 
Leslie Street. 
+ #9 

Spacious Lounge. A 5.000 square foot 
air conditioned dining and recreational 
center has been opened at Sanger Broth- 
ers for store employees. Henry X. Salz- 
herger, president. said opening of the 
center was another step in the company’s 
program to benefit employees. 
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For 
Your Displays 
Use Wood 


Should you desire to express qual- 
ity in displaying your product, use 
the rich texture and warm finish of 


wood. 


Should you want to suggest the 
modern, you will find nothing bet- 
ter than contemporary design in 


wood. 


Should you desire an economical 
rack, shelf, fence or base on which 
to hang a display, you can count on 


the versatility of wood. 


Manufacturers desiring to work out 
wood displays for distribution to 
dealers and retailers will find our 
facilities readily available and our 


consultation most helpful. 


Look First to Wood 


ma 


BROW N-ODELL 


Woodworking Co. 
1736 South Barry Street 


Dallas, Texas 


Downtown 


RA-7001 


Plant Phone 
TR-4349 
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Community Chest 
(Continued from Page 29) 
per cent by working on a Saturday in 
August and giving their pay to the 
Chest. This day’s work followed the 
showing of a film on Chest services. 
Joe Gray was chairman of the com- 
pany campaign for the sales and oflice 
force: Henry Bowman hand'ed the cam- 
paign among the warehouse employees. 
Most of the William S. Henson Com- 
pany employees are stockholders in the 
firm and are doubly proud of their 
record of one day's pay giving. Not only 


has the company had 100 per cent one 
day’s pay giving the last four years, but 
the per capita giving is among the 
highest in Dallas. 

Mrs. Ethel Horn is chairman of the 


company campaign. The company 
makes sure that every employee is well 
acquainted with what the Chest does 
through talks, bulletin board posters and 
letters from Boss William 5S. Henson, 
who this year also is president of the 
Community Chest. 

Dallas is just one city among 64 in 
which one company participates. Braniff 
International Airways makes contribu- 
tions in each of the cities where it has 
an office. 

In Dallas, Braniff employees make 
wide use of their firm publication. the 
B-Liner, to publicize the Chest. Last 
year, pictures of Chest-Er with hostesses 
and Company Chairman Rex Brack were 
used several times. A huge thermometer 
shows the progress of the company ap- 
peal toward its goal. 

In each department. there is one key 
solicitor. The 1.722 Braniff employees 
in Dallas last year gave a day's pay 100 
per cent, almost twice the giving of the 
previous year. 

One hundred per cent participation ‘s 
obtained at TEMCO through a unique 
system of year-around weekly contribu- 
tions to an employees’ welfare fund. 

A group of employees is authorized 
hy the company workers to make dona- 
tions to various causes from this fund. 
These donations include gifts to the 
Community Chest. the Red Cross and 
other worthy appeals. 

No direct solicitation of the employees 
is carried on at TEMCO. The employees 
receive reports on what their gifts are 
accomplishing through the company 
publication and bulletin board posters. 

Magnolia Petroleum Company em- 
ployees go on tours of the Chest agen- 
cies in September so that when they ap- 
pear at worker-rallies the activities they 
have seen will be fresh on their minds. 


The Magnolia company campaign is 
set up under Josh C. Field, who also is 
vice chairman of the commercial divi- 
sion of the general campaign. Each de- 
partment head names a representat ve 
to serve on Mr. Field’s campaign com- 


mittee. 

Meetings of employees are held by de- 
partments to hear the agency visitors re- 
port on what they saw during the tours. 
The department solicitation follows. 
Magnolia has 1.100 workers in its build- 
ing downtown and 300 at its research 
laboratory near Duncanville. 

The campaign among employees of 
the Ford Motor Company assembly 
plant here starts in June with John Me- 
Kee. director of industrial relations. as 
company chairman. 

Tours of the agencies are high on the 
Ford campaign plans. Leaders are care- 
ful to include “doubters” in these tour 
parties and have proven that most of the 
“doubters” doubted because they did 
not fully understand the service of the 
Chest agencies to Dallas. 

The actual solicitation is conducted in 
a three-day whirlwind campaign. Quotas 
are set by departments. The company 
allows deductions over a 16-week pe- 
riod, with the ‘employee deciding the 
amount of the weekly deduction. No 
cash is accepted — the entire pledging 
is based on payroll deductions. The 
company last year surpassed a total of 
one day’s pay LOO per cent. 

The groundwork for the campaign in 
Employers Casualty Company is laid in 
the September issue of the company 
magazine with a cover and several in- 
side pages devoted to the Community 
Chest. 

The October 
space to telling the Chest story. In the 
meantime. the company campaign or- 
takes shape under James 


issue devotes similar 


ganization 
Moseley. training and education co-ordi- 
nator. 

Two weeks is allotted to the campaign. 
Employees make their contributions in 
cash or through four equal payroll de- 
ductions. All this planning last year re- 
sulted in Employers Casualty being ons 
of the first big firms in Dallas raising 
its 100 per cent one day’s pay flag. 

The campaigns described are only a 
few examples although similar planning 
goes on in hundreds of companies. It is 
such planning that helps make it possible 
for Dallas to attain national recogni- 
tion each year for the strong financial 
support it gives its Community Chest 
program as well as the promptness with 
which Dallas meets and surpasses the 
city’s campaign goal. 
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New Officers of Dallas Insurance Group 


These are the new officers of the Dallas Association of Insurance Agents, elected 
at the annual meeting this month. Left to right, they are: Don M. Houseman, secretary- 
treasurer; Max Scheid, re-elected executive secretary; Charles Eversole, second vice 
president; Arthur E. W. Barrett, president, and Carl Hunt, first vice president. Mr. Bar- 
rett, a Dallas fire and casualty insurance agent, succeeds Porter Ellis. Named directors 
were Mr. Barrett, Mr. Houseman, Jim Wallace, Eric Gambrell, Nichols Williams and 
John L. Burke, Cullum Thompson was appointed director to replace Fred Pierce, who 
resigned. 


Opens Offices. The Craft Hosiery 


Company. wholesaler of nylon hosiery 


Union Redecorated. Southern Vethod- 
ist University’s Student Union has been 





air conditioned and redecorated in time 
for the new fall semester. New drapes, a 
new cork ceiling and new wallpaper were 
added in the dining hall. which has been 
renamed the Mustang Room. Plans are 
also underway for a new union building 
to cost about $1,500,000, Fred Bryson is 
director of the union. 


for women and sox for men to be sold in 
grocery stores in this area, has opened 
offices at 4207-A Maple Avenue. 


q q q 


Opens New Offices. bby Halliday. 
Realtors. has moved into new quarters 
at 162 Walnut Hill Shopping Center. 


New Advertising Agency 
Organized by Dallas Men 


Clardy, Johnston & Purnell, Inc., a 
new advertising agency, established of- 
fices on the entire eleventh floor of the 
Southland Life Building this month. 

Founders of the agency, a successor 
to Advertising Associates established by 
Bert Clardy, are Mr. Clardy, president. 
Norton Johnston, vice president in 
charge of creative services, and Lew 
Purnell. vice president in charge of mer- 
chandising. 

The agency plans to open two new of- 
fices in the Southwest to serve current 
client requirements by the end of the 
year. 

Mr. Clardy began his career on the 
Brownwood papers after graduating 
from Daniel Baker College. He served 
in newspaper advertising positions at 
Stephenville, Marshall and for the Hart- 
Hanks chain before joining the staff 
of the Daily Times Herald in 194A. 

Mr. Johnston was a free lance art di- 
Buffalo, New York, 


heading the Curtis-Wright airplane di- 


rector in before 
vision technical publications staff. Later 
he was with Chevrolet’s aircraft engine 
division and art director of a Buffalo 
agency. He came to Dallas in 1947 
where he has been in agency work. 

Mr. Purnell started as a copywriter 
in an Atlanta, Georgia, agency. Later he 
operated his own carbonated beverage 
bottling plant and came to Dallas in 
1945 to join the Dr. Pepper merchandis- 
ing division. After working with a Dallas 
agency he became advertising director 


for Mrs. Baird’s Bread. 


eare proud to announce our appointment 


as distributor in this area for 


American-Stardard 


First in heating... first in plumbing 


See 


PLUMBING » 


Showrooms in Dallas at 2034 Amelia 
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SUPPLY CO. 
INDUSTRIAL SUPPLIES 


In Tyler at 316 South Greenwood 
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New Phone Office Opens. South- 
western Bell Telephone Company has 
opened a new telephone office at 210 
West Ninth Street in Oak Cliff for ex- 
changes in that area. Eighty-five oper- 
ators can handle 28,000 calls daily on 
the 53 switchboards in the new 58 by 83 
foot brick building. 

ae ee 
School Named. A new school opened 
this month at Peavy Road and North 
Cliff Drive in Lake Highlands has been 
named after the late Victor H. Hexter. 
Dallas lawyer and former president of 
the Dallas School Board. 


Buys Business. Roy Curby Prescription 
Laboratory at 2607 Oak Lawn Avenue 
has been purchased by Arvon J. Jones. 
former chief pharmacist of the Veterans 
Administration Hospital in McKinney. 
The pharmacy is now called the Arvon 
Jones Apothecary. 
y y y 

Moves Quarters. United Hobby Die- 
tributors, wholesale distributor for 
model airplanes and model railroads in 
Texas, Oklahoma, Arkansas and New 
Mexico, has moved to a 6,000 square 
foot red brick building at 1807 Levee in 
the Trinity Industrial District. 


Club Charter. The Dallas American 
Leadership Club has been presented its 
charter from Russell Murdoch, national 
organization director. Dales Young Fos- 
ter, president of the new club, said 
membership is open to people who have 
had special training in effective speak- 
ing and human relations. 


q of 7 


District Office. Simoniz Company. 
manufacturers of household and auto- 
mobile waxes. has established a district 
office at 318 Cadiz Street. Vernon A. 
Jaubert is southwestern division sales 
manager, 





Dallas? 


A—March 7, 1951 


A—Over $8,000,000. 





107 Mercantile 





QUICK QUIZ 


About a Great Life Insurance Company 


Q—What Life Insurance Company has the slogan, 
“Your Future Is Our Business Today”? 


A—The Great-West Life Assurance Company 


Q—When did Great-West open a branch office in 


Q—How much life insurance have Texans pur- 
chased through this office since that time? 


A—Over $17,500 — an indi- 
cation of the confidence 
placed in Great-West 
Life by Texas citizens. 


Commerce Building 


ing for their future security 


Q—What is the total amount of protection owned 


Billion 


Q—What is the average size policy purchased since 
the opening of the North Texas Branch in 
Dallas? 


as the ‘Estate Builder’’"—60-70 Retirement In- 


come’’— 


% GREAT-WEST LIFE 


ASSURANCE COMPANY 


H. Thad Childre and Newman E. Long, C.L.U., Managers 


Harry Owens, Group Supervisor — Roger W. Reynolds, Agency Supervisor 


— Dallas — 


Q—How many individuals and 
families are protected by 
Great-West Life? 


A—Over half-a-million policy- 
holders in the U. S. and Can- 
ada are protecting families 


and loved ones, and provid- 


through Great-West Life. 


by them in this Company? 


A—Total business in force is now over $2 


Q—What Company has such Famous Exclusives 


“Income Protector” and ‘Estate Secur- 


ity Service”? 


A—The Great-West Life Assurance Company 





Phone Riverside 6193 
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Printing Company Moves to New Quarters 


Rogers Printing Company, makers of Rogersnap Dallas 
Business Forms, has moved to larger quarters at 139 Howell 
Street in the Trinity Industrial District. The move enlarged the 


Store Opens. Formal opening of the 
Young Colony, a store for youngsters, 
has been held at 71 Highland Park Vil- 
lage. Mrs. Alice Threadgill is owner of 
the store, which carries a complete line 
of girls’ coats, dresses, sportswear, 
underwear, millinery and accessories. 


makers and marketers of 


Plant Addition. A shipping and storage 
building will be connected to the main 
plant of the Haggar Company, pants 
and slacks manufacturing firm, to in- 
crease their shipping capacity by 40 per 
cent. The one story building is sched- 
uled for completion by October 15. 





company's plant facilities. Lease negotiations were handled 
by Bill Campbell of the Moser Company, realtors, and by Royce 
Colon of Majors and Majors, representatives of the owner. 


Heads Armour Sales. M. (. Mitche- 
ner is now sales manager of the Dallas 
branch of Armour and Company. He 
has been associated with Armour for the 
past five years and was assistant mana- 
ger of the Shreveport branch prior to 
his appointment. 





a complete line of quality 


PETROLEUM PRODUCTS 

















GULF OIL CORPORATION ° GULF BUILDING *° HOUSTON, TEXAS 
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Ballot Battalion 
Elects Chairman 

P. B. (Jack) Garrett has been elected 
chairman of the Ballot Battalion, which 
was formed to plan an intensive drive 
to get voters to the polls. 

The non-partisan vote drive is de- 
signed to reach all of Dallas County’s 
215.722 qualified voters and encourage 
them to vote in the November 4 elec- 
tion. 

Dallas civic. business. social and labor 
groups are co-operating on the program. 

One of the major functions of the 
group will be to educate thousands of 
voters on how to use a voting machine. 


Y 7 i 


Enlarges Department. The men’s shoe 
department of the Volk 
Brothers Company has been enlarged. 


downtown 


Construction Resumed. Republic 
Bank Building construction has been re- 
sumed following the arrival of a steel 
shioment for the building. The steel was 
reported to be the first for a major con- 
struction project to arrive in Dallas. 
since the steel strike tied up building 
throughout most of the nation. The build- 
ing is located on 43.000 square feet of 
ground, 145 feet facing on Pacific Ave- 
nue, 205 feet on Ervay Street and 175 
feet on Bryan Street. 
7 y y 

Airplane Production. Approximately 
300 employees at Luscombe Airp!ane 
Corporation have been placed on a 54- 
hour week to rush production of addi- 
tional B-36 elevators. rudders and door 
assemblies to replace those damaged in 
the recent storm at Carswell Air Force 
Base. 


Dallas Banks Report 
All-Time Fall High 


The 23 commercial banks in Dallas 


reported deposits and resources at an 
a'l-time high for the fall season bank 
call this month. 

Total deposits on September 3 reached 
$1.378.290,715.99, compared with $1.- 
326.787.780.89 on October 10, 1951. the 
date of the 1951 fall bank call. 

Total resources amounted to $1.525.- 
702.546.97 this month compared with 
$1.456.981.025.15 in 1951. 

The September call included 23 banks 
instead of the customary 22. The Wynne- 
wood State Bank. which began opera- 
tions on August 16. was included for the 


first time. 

























NEW ORLEANS Non-Stop DC-6 


First Choice to the 








HOUR 
46 Min. 


8 FLIGHTS DAILY 


BIRMI NGHA |) Non-Stop DC-6 2 11 Min. 








7 FLIGHTS DAILY 








ATLANTA 


One-Stop DC-6 
HOURS 





11 Min. 




















Reservations Phone: 


Riverside 9401 


Ticket Office: 214 S. Akard Street 


or call your Travel Agent 
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Through Plane 






Service to 


Tampa-Miami 





10 FLIGHTS 
DAILY 


in Cooperation with 
National and 
American Airlines 
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State Fair Key Sale 
Initiated by Jaycees 


This month the annual Junior Cham- 
ber of Commerce State Fair keys went 
on sale with the campaign slogan, “The 
State Fair you'll see, with a Dallas Day 
key.” 

Herman Philipson received recogni- 
tion at the kick-off luncheon held in the 
Hotel Adolphus for writing the slogan. 

The Dallas Day key sale was under- 
way when Mayor J. B. Adoue, Jr.. guest 
at the luncheon, bought the first key. 

Key owners are entitled to half prices 
at most Midway shows and rides and 
will be admitted to a special show at the 
Cotton Bowl on October 8. 

Jaycees set their goal at 100,000 key 
sales this year with the widest distribu- 
tion of key sales outlets ever used. Be- 
sides the street corner salesmen who 
have blanketed the downtown business 
section of Dallas, the keys are on sale in 
leading department stores, grocery 
stores and banks. 

i i a 
Music Festival. Paul Lavalle, conduc- 
tor of the Band of America for the Na- 
tional Broadcasting Company, will con- 
duct massed bands and orchestras of 
approximately 4,000 high school mu- 
sicians as the climax of the Cotton Bowl 
Music Festival during the State Fair. 

ee @ 
Underwriters Examined. Mrs. Joyce 
L. Tharp and John Grant Jones have 
passed all the required examinations 
toward becoming chartered property 
casualty underwriters. They will be of- 
ficially designated C.P.C.U, members at 
the society’s national convention this 
month. 





Business 
Opportunities 




















EDITOR'S NOTE: The Dallas Chamber of Com- 
merce cannot guarantee any firm or individual 
mentioned in this column. All statements are 
those of the firms or individuals, and it is sug- 
gested the usual investigation be made in each 
instance. 

The following firms are seeking 
representation in Dallas and the 
vicinity : 

Eldon Manufacturing Company, 
1010 East 62nd Street, Los Angeles, 
California, plastic manufacturer, is ex- 
panding their activities to include a new 
product design and a thorough sales 
promotion program and is seeking a 
sales representative in Texas to handle 
their line of housewares, gift wares and 
decorative hardware merchandise. The 
company is interested in contacting 
established manufacturers representa- 
tive now calling on the hardware and 
variety jobbers, chain stores and depart- 
ment stores who would like to work on 
a commission basis. 

Lee J. Morris, 1133 Broadway, New 
York 10, New York, distributor and 
manufacturer of novelties, would like to 
obtain a line or items to present in the 
New York area where their firm is expe- 
rienced in handling representative fac- 
tory products. 

Wilroy, Ine., 1384 Broadway, Suite 
804-A, New York 18, New York, manu- 
facturers of sportswear, wishes to con- 
tact a ready-to-wear salesman represen- 
tative to handle their line in Texas and 


Oklahoma. 


Telephone Company Plans 
Million Dollar Addition 


The Southwestern Bell Telephone 
Company will add two floors to the long- 
distance building at Bryan Street and 
Haskell Avenue. The entire structure 
will be air conditioned in a $1,000,000 
project that began this month. 

W. C. Henger Construction Company 
was awarded the contract. 

The addition will bring the building 
to nine stories, making it one of the 
largest of the eight regional long-dis- 
tance centers in the nation. 

The new floors will house long-dis- 
tance dialing equipment, which now per- 
mits 1,500 Dallas operators to dial di- 
rect approximately 15,000,000 tele- 
phones in some 1,400 cities from coast 
to coast. 

The company is also air conditioning 
the three-story Taylor Central Office 
next to the building. 


TF! 2 


Artists League. The newly organized 
Dallas Chapter of the American Artists 
Professional League has elected Olin 
Travis as temporary chairman. Elected 
as a committee on constitution and by- 
laws were Victor Lallier, chairman; 
Bud Biggs, Jose Martin and A. F. Stroh- 
meyer. 
q 7 


Television Theater Added. Television 
Theatre has opened a new store at 5203 
East Grand Avenue with Henry Herron 
as manager. It will handle all major lines 
of appliances, as does the downtown 
store at Harwood and San _ Jacinto 
Sreets. 
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THE TRADEMARK OF QUALITY FARM EQUIPMENT 


FOR 


ONE HUNDRED AND FIFTEEN YEARS 


JOHN DEERE PLOW COMPANY 


10650 Hines Blvd. 
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SO ALERT AND AGGRESSIVE 


is competition in the oil business that someone 
almost always is breathing down the neck . . . step- 
ping on the heels... of the front runners. 


IN AMERICA’S FREE MARKET ECONOMY, 


no oil company can long enjoy the exclusive use 
of new processes or cost-reducing methods. No 
sooner than one develops a new product... in- 
creases the quality of others... reduces a price 
... its competitors quickly meet the challenge. 


THAT IS THE REASON 


that 2 gallons of today’s gasoline do the work 3 
did in 1925. Moreover, the price is the same, ex- 







hoto-finish 


OIL INDUSTRY OLYMPICS 
ER 









clusive of direct Federal and State taxes. Such 
results come only from competition in a land 
where men and women are free and encouraged 
to do their best. 


SUN OIL COMPANY IS PROUD 


of its contributions to petroleum’s progress — 
and to your progress. Sun has pioneered better- 
made lubricating and motor oils... catalytically- 
cracked high quality gasolines ...more economi- 
cal production, transportation and distribution 
...improved customer services. Yet, good as 
their past performance has been, Sun’s 17,000 
men and women are striving to do a better job for 
you today than they did yesterday. 


SUN OIL COMPANY 


Pioneering Petroleum’s Pro gress and Better Livin g For You 
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Heads Contractors Association 
William F. Abright of the A-Bright 


Electric Company has been elected presi- 
dent of the Northeast Texas Chapter of 
the National Electrical Contractors As- 
sociation, succeeding L. E. Chick, who 
became a director. L. G. White, Jr., was 
named vice president and Henry Gable 
was added to the board. Holdover of- 
ficers include Ernest Butcher, treasurer: 
Tom Cox and Jim McClure, directors, 
and Robert Roy, member of the board 
of governors. 
7 y 7 


Regional Director. Ernest Hadfield, 
West Central regional manager of the 
Nestle Company, Inc., has established 
headquarters in the Alford Refrigerated 
Warehouse at 318 Cadiz Street. His re- 
gion includes the Dallas, Houston, St. 
Louis and Denver divisions. Arthur 
Marsh is assistant regional manager 
and Harold Gauger is Dallas division 
manager. 


Humble Solvents Plant 
Bought by Dallas Pair 


The Humble Oil & Refining Company 
solvents plant at 4721 Scyene Road has 
been purchased by O. O. Ballinger, vet- 
eran Humble employee. and C. Alfred 
Bailey. senior partner of the investment 
banking firm of Bailey, Scott & Com- 
pany. 

The new owners formed a new con- 
cern. Petro Solvents, Inc.. with Mr. Bal- 
linger. who has been in charge of the 
plant for the past six years, as_presi- 
dent and Mr. Bailey as vice president. 

Opened by Humble about 10 years 
ago, the plant blends and manufactures 
many types of industrial and lacquer 
paint thinners and aromatic and_ali- 
phatic solvents for industrial, aviation 
and paint manufacturing plants. 

W. M. Hollon will remain as plant 
manager and R. O. Bennett as chief of 
the laboratories. 

Y 7 y 
Jalopy Owners Incorporate. Fifty 
car owners and drivers are now stock- 
holders of the Dallas Racing Club, Inc., 
to promote jalopy races at the Suicide 
Bowl near Mesquite. Corporation papers 
have been issued the co-operative, the 
first and only promotion of its kind in 
Texas. a 
Dance Studio Opens. Dick Chaplin, 
former ballroom dance instructor in 
New York City and now an assistant di- 
rector on the production staff of KRLD- 
TV, has opened a ballroom dance studio 
at 2815 North Henderson in association 
with the Gingham Girl School of Dance. 
He teaches all ballroom dances but spe- 
cializes in Latin-American steps. 





New Guardian Loan President 


Ballard Burgher, one of the founders 
of Guardian Savings and Loan Associa- 
tion, has been elected president of the 
company to succeed the late J. Oran 
Carter. A former president of the Dallas 
Real Estate Board, Mr. Ballard is active 
in real estate development and banking 
circles. 

: 14 y 


Announces Move. Colonel W. K. St. 
Claire, president of the St. Claire En- 
terprises, management company, has an- 
nounced removal of offices to 3715 Dick- 
ason Avenue. The move is in line with 
general expansion giving the firm new, 
modern and remodeled offices with air 
conditioning, he said. Affiliates of the 
firm are General Service Associates, N. 
I. C. A. Distributing Company, Inc., 
Overseas Commercial Company and 
Santaclara Corporation. 
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COME TO THE FAIR! 


10,000 free exhibits . 
State Fair on earth. And, for the finest eating visit Cabell’s Dairy 
Shop, right on the grounds. Home-made sandwiches, Cabell’s milk 
and ice cream, everything for a quick snack . .. and you can be sure 


of what you're eating!!! 


Cabell's milk is distributed in the Dallas area by 
20 Cabell Minit Markets and over 30 associate 


. plus the finest entertainment at the biggest 


| Cabetls| FINER DAIRY FOODS 


Cabells | Cabetlsf 
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IN DALLAS Last Month 





Opens New Plant 


William Anderson has moved the 
William G. Anderson Company, Kwik 
Kleen manufacturing and distributing 
firm, to 3319 Knox Street. Already 
established in this area, the cleaning 
product will be distributed in a state 
wide promotion followed by a national 
distribution. Officers of the corporation 
include Mr. Anderson, president; Bert 
Anderson, vice president, and Ricks 
Strong, board chairman. 


if A tA 


MISS DORIS WHITESIDE has been 
named director of a new region, em- 
bracing Texas, New Mexico and Arkan- 
sas, designated by the Association of 
Desk and Derrick Clubs of North Amer- 
ica. Miss Whiteside is executive secre- 
tary and office manager for the Texas 


Mid-Continent Oil & Gas Association. 


Heads District Sales 


C. I. Kenney, veteran Ford Motor 
Company official, has been named Dallas 
district sales manager of the company’s 
Ford division. Mr. Kenney joined Ford 
in 1913 and has worked in several cities 
throughout the country. He comes to his 
Dallas post after serving as New Or- 
leans district sales manager since Oc- 


tober, 1951. He succeeds D. R. Cran- 
dall, Jr.. who resigned to enter the 
retail automotive business. Ford also 


appointed J. J. Walsh, formerly a Ford 
official in Kansas City, Missouri, as Mr. 
Kenney’s assistant. 
yor 

PHILIP H. SHRADER has been pro- 
moted from sales supervisor to assistant 
manager of the Dallas branch territory 
of the Southwestern Life Insurance 
Company. 


MRS. VIOLA LITCHFIELD has been 
elected head of a drive that will recruit 
women over the entire state for civil 
defense work sponsored by the State 
Defense and Disaster Relief headquar- 
ters. She is state civil defense director 
for the Federation of Business and Pro- 
fessional Women. 


5 A i - 


Recently elected officers of the Oak 
Cliff Toastmaster Club are JAMES W. 
KEAY, president; ROBERT GOSSETT, 
vice president; AL PRIDGEON, secre- 
tary; REX D. JOHNSON, treasurer; 
DARRELL MANLEY, sergeant at arms; 
ORION NEWMAN, deputy governor. 
and KENNETH CLINTON, educational 
chairman. 

a oe 


JAMES W. WIMBERLY has been 
named home service director for the 
Dallas County chapter of the American 


“Red Cross. He succeeds MRS. ZULEIKA 


HICKS, who has retired after a life- 
time of work in the social welfare field. 


7 y ¥ 


Southland Life Insurance Company 
has extended its weekly premium opera- 
tions to its Southwest territory with 
establishment of a combination district 
office at 504 Jefferson Tower Building. 
Directing the combination operations in 
the new district are JOHN A. COPE- 
LAND as district manager and WIL- 
LIAM E. LAWTY as superintendent. 


r £2 
WILLIAM B. ORMAN was appointed 


manager of the Dallas branch of Acacia 
Mutual Life Insurance Company. 
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“TEXAS DELIVERY WAREHOUSE? We'd like to rent a fork lift truck” 














MATERIAL HANDLING 
EQUIPMENT RENTING 


e FORK LIFT TRUCKS 

e PORTABLE ELEVATORS 

e 5-TON KARRY KRANE 

e GRAVITY ROLLER CONVEYORS 
e MECHANICAL HAND LIFTS 

e HOISTS, JACKS, TRAILERS 


RA-8411 ¢ 


920 S. LAMAR 
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Dallas Post Office 
Expands Facilities 


Post Office facilities are being ex- 
panded with negotiations and recom- 
mendations now underway for new sta- 
tions throughout Dallas. 

The Pleasant Grove station has been 
in operation since July. Negotiations 
have been completed for a new station 
on Graham Street east of East Grand 
Avenue, a site recommended to the de- 
partment by the postmaster. 

Recently approved are three other new 
sites: 

1. Vicinity of Lovers Lane and In- 
wood. The Love Field Station will be 
relocated and the name changed to In- 
wood Station because of Love Field’s ex- 
pansion and the change in the distribu- 
tion of population. 

2. Walnut Hill area. 

3. Preston Road and Northwest High- 
way Vicinity. 

Investigations are now being made in 
the Casa Linda and Wynnewood areas 
for new stations. Recommended to be 
enlarged is the Fair Park station. 

All new stations will contain 4,000 to 
4,500 square feet. In Dallas, the Post 
Office Department leases 15 stations, has 
one on General Services Administration 
property in the Santa Fe Building, an- 
other in its Terminal Building and one 
each provided by Sanger Brothers and 
Sears, Roebuck & Company. 

The station now located in Sanger 
Brothers since 1901 will be relocated 
next month. The space has been pro- 
vided free but because of expanded op- 
erations in the store, it will be needed 
for merchandise. 


2 A 


Village Store Expands. This month a 
major expansion remodeling program 
for Sanger Brothers store in Highland 
Park Village was completed. The en- 
larged two-story building now has al- 
most double the floor space it had prior 
to the expansion. The store has added 
a men’s sportswear shop and a complete 
department for boys’ wear, both on the 
second floor, and other departments have 
been enlarged. 


7 i : 


Padgett Adds Property. Hal Padgett 
of the Pagdett Printing and Lithograph- 
ing Company has purchased four and a 
half acres adjoining his property on 
Hines Boulevard to be used for develop- 
ments. It was purchased from Houston 


H. Nichols. 
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Executive Assistant 


Chance Vought Aircraft has ap- 
pointed Admiral Harold Bushnell Sal- 
lada as executive assistant to F. O. 
Detweiler, general manager of the Dallas 
plant. The retired Navy officer will be 
concerned with operational phases of 
production of twin-jet F7U-3 Cutlass 
fighter planes and AU-1 Corsair low al- 
titude attack planes. 





Fashion House Official 


Mrs. Gertrude Reed was named vice 


president of the Justin McCarty Com- 
pany on the twenty-fifth anniversary of 
the clothing manufacturing concern. She 
started with the McCarty firm as a model 
and became stylist for the coat and suit 
division. Since that time, Mrs. Reed has 
co-ordinated fashion lines in the coat and 
suit departments and the dress and 
sportswear lines. She now assists Mrs. 
Justin McCarty in her new executive 
position. 
yor 


New Cleaner. Sam A. Wing Company. 


Dallas venetian blind manufacturer, has | 
recently introduced into the Dallas-Fort 


Worth market a new cleaner called 


Wing-Brite. 


Dallas’ Surrounding Area 
Attracts Four Industries 


Three suburban towns, Garland, Irv- 
ing and Grand Prairie, and Wylie have 
each attracted a new industry. 

The Hermatic Seal Transformer Cor- 
poration is moving into Garland. The 
company is erecting an air conditioned 
building and will eventually employ 100 
workers. 

Dallas’ Kool Vent Awning Company 
plant will be moved from the city to a 
tract on the 130-acre industrial d’strict 
being operated in Irving by Fritz Hawn 
and Jack Neece, Da'las developers. The 
new industrial district is the old Texas 
Nursery Company site which fronts the 
Frisco Railroad on the west, State 
Highway 183 on the north and Grau- 
wyler Road on the south. 

Into Grand Prairie will go a new 
foundry to serve the rapidly growing 
industrial row in that western Dallas 
County center. 

The American Clutch Products Cor- 
poration will build a plant in Wylie, 25 
miles northeast of Dallas. This firm spe- 
cializes in rebuilding of auto parts. Con- 
struction has begun on a four-acre tract 
on Plano Road where a building having 
32,400 square feet of floor space will 
be erected. 





S. J. NADEL 
AND ASSOCIATES 
Employee Benefit Plan Consultants 


604 Tower Petroleum Building 
Telephone RI-9454 









STEEL 
OFFICE TABLES 


36 x 24 — $29.95 
72 x 34 — $74.95 


(Two drawers on Eall Bearing Rollers) 


DESK HEIGHT 
LINOLEUM COVERED TOP 
OLIVE GREEN — ALUMINUM TRIM 


STEEL 
STORAGE CABINETS 


34 x 18 x 72 — $59.95 


4 ADJUSTABLE SHELVES 
LOCKING TYPE HANDLES 
GRAY OR GREEN 


PINES 


MANUFACTURING CO. 


9222 Addis St. (Near Love Field Drive) 
PHONE DI-7531 











61 








62 





YOUR HANDY CALENDAR GUIDE TO THE STATE FAIR 


OCT. 4-19 » DALLAS 
4b 


16 FUNpacked \! 
FESTIVE Days! 


Bring the Family! 


Clip 
Sav, 
Nal 


% There’s More to See and More to Do than ever before * 


ENTERTAINMENT 

Martin & Lewis: America’s top music-and-comedy team, 
Dean Martin and Jerry Lewis, with their all-star revue. 
Auditorium nightly at 8:30 p.m., with matinees Saturdays, 
Sundays, Thursdays at 2:30 p.m. 

Ice CYCLES OF 1953: The world-famous spectacle on skates, 
featuring sparkling production of ‘‘Cinderella.’’ Ice Arena 
nightly at 8:30 p.m., with matinees at 2:30 p.m., Saturdays, 
Sundays and Oct. 8. 

AuT SWENSON THRILLCADE: Supercharged program of mile- 
a-minute daredeviltry. Grandstand nightly at 8 p.m. except 
Oct. 13 and 19. Matinees at 2:30 p.m. Oct. 4, 5, 8, 10, 11, 
12, 17, 18 and 19. 

MILLION-DoLLaR Mipway: Dozens of shows and rides in- 
cluding fabulous ‘Sky Wheels’’ thrill ride, Magnolia Sky 
Revue, daring aerialists, free shows at 2 and 7:30 p.m. 
VaRIETY CLUB INTERNATIONAL Circus: Outstanding three- 
ring circus, several gala performances daily. 

St. JOHN TerrELt’s Music Circus: Hour-long version of 
‘‘Show Boat.’’ Three to five shows daily. 

STAN KRAMER PupPETS: Fascinating marionette performers 
in four to six shows daily in Theatre '52 building. 


COTTON BOWL FOOTBALL 

Oct. 4 — SMU vs. Georgia Tech, 8 p.m. 

Oct. 5 — Dallas Texans vs. San Francisco 49ers, 2:30 p.m. 

Oct. 6 — Austin College vs. Nat'l University of Mexico, 
8 p.m. 

Oct. 11 — Texas vs. Oklahoma, 2 p.m. 

Oct. 13 — Washington vs. Port Arthur, 3 p.m. and Wylie 
vs. Prairie View, 8 p.m. 

Oct. 16 — Forest ys. Greiner Jr. High, 5:50 p.m., and Forest 
vs. Sunset High, 8 p.m. 

Oct. 17 — Spence vs. Long Jr. High, 5:50 p.m., and North 
Dallas vs. Woodrow Wilson High, 8 p.m. 


Oct. 18 — Dallas Texans vs. Green Bay Packers, 8 p.m. 


FREE EXHIBITS 


ELectric SHow: Modern electrical household appliances and 
commercial equipment. Daily free shows, ‘‘House of Magic,’’ 
Electric Bldg. 


Story Book oF TEXAS AGRICULTURE: Animated, dioramic 
presentation of two-billion-dollar story of Texas farm-and- 
ranch empire. Agriculture Bldg. 

SCIENCE-ENGINEERING SHOW: Industry demonstrates how 
research works to make modern living more enjoyable. Such 
displays as model of atomic engine. Science Bldg. 
AUTOMOBILE SHOW: The 36th annual Southwestern Automo- 
tive Show. All popular makes of cars on market today. 


Nostalgic exhibit of antique autos, oldest an 1897 Stanley 
Steamer. Futuristic experimental models, including one in- 
sured for a million dollars. Automobile Bldg. 


Also General Exhibits Bldg., Farm Implements, Natural Gas 
Bildg., Women’s Bldg., Telephone Exhibit, King Ranch 
Exhibit, Museum of Fine Arts, Museum of Natural History, 
Aquarium, Health Museum, Hall of State. 


LIVESTOCK JUDGING DATES 


Oct. 4-5 — Quarter horses; Oct. 6 — Aberdeen-Angus cattle, 
sheep, swine; Oct. 7 — Hereford cattle, sheep, swine; Oct. 
8 — Brahman cattle, sheep, swine, quarter horses; Oct. 9 — 
Shorthorn cattle, Angora goats, swine, quarter horses; Oct. 
10-11-12 — Quarter horses, open cutting horse contest; Oct. 
13 — Guernsey cattle, Junior Dairy Show; Oct. 14 — Pan- 
American Holstein Show, Junior Steer Show; Oct. 15 — Pan- 
American Holstein Show (Parade of Champions), Junior 
Sheep Show; Oct. 16 — Jersey and Milking Shorthorn cat- 
tle; Junior commercial steer, Milking Shorthorn and pig 
shows; Oct. 17 — Shetland ponies and Palomino horses, 
unior pig shows; Oct. 18-19 — Shetlands and Palominos. 
OULTRY SHOW JUDGING — Oct. 4, junior market turkeys; 
Oct. 9, breeding chickens; Oct. 10, breeding turkeys; Oct. 
15, junior market broilers. 


WOMEN'S DEPARTMENT 


Needlework, design and craftsmanship, antiques, hobby col- 
lections, potted plants, foods, miscellaneous arts. Foods 
judging Oct. 4. Contests include chili-making (Oct. 5), 
frozen foods (Oct. 6), speed crochet (Oct. 8), trim-a-hat 
(Oct. 9), children’s ‘‘Imagination,’’ cake, cookie, candy- 
making (Oct. 10), tie-tying (Oct. 11), corsage-making 
(Oct. 14), gift-wrapping (Oct. 15), adults’ cake and pie- 
baking (Oct. 17). Dahlia Show, Oct. 11-12. Negro Flower 
Show, Oct. 13. Burns Performing Birds, 3 shows daily. 


SPECIAL EVENTS 


Oct. 4 — Rural Youth Day; Oct. 6 — Mexico Day; Oct. 8 
— Dallas Day, fireworks Oct. 9 — Farmers Home Adminis- 
tration Day; Oct. 10 — Elementary School Day, free Hopa- 
long Cassidy show in Cotton Bowl; Oct. 11 — Dahlia Show; 
Oct. 12 — Dahlia Show, fireworks; Oct. 13 — Negro 
Achievement Day; Oct. 14 — East Texas Day, Garden Club 
Day, state baton-twirling championships, fireworks; Oct. 15 
— Music Festival Day, baton-twirling contest, fireworks; 
Oct. 16 — Koshare Indian dancers, Texas P-TA Day; Oct. 17 
— High School Day, Texas Rotary Day, Koshare Indian 
dancers; Oct. 18 — Koshare dancers; Oct. 19 — Cotton Bowl 
Religious Festival. 


More than 200 other special days and events. The State Fair 
of Texas is the world’s biggest bargain for entertainment and 
education. Admission to fairgrounds, 60 cents, 30 cents for 
children under 12. For further information on any event, 
write State Fair of Texas, Dallas 10, Texas. 
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Jaycees Greet General Mills Contest Winner 


Fifteen-year-old Blythe Anne Johnson of Litchfield, Minnesota, right, won a Gen- 
eral Mills contest with an essay on ‘‘America is great because. . .’’ One of her prizes 
was a trip to Dallas and Jaycees Frank Phillips and Roger Reynolds greeted her after 
she flew via American Airlines to Love Field. Mr. Reynolds, Jaycee president, gave 
Miss Johnson a certificate as a Temporary Texan. 


Melba Office Enlarged 
By Advertising Agency 

Laughlin-Wilson-Baxter & Persons has 
enlarged and redecorated its offices in 
the Melba Building. 

The agency, which operates nation- 
ally, now occupies the entire third floor 
of the building with Don L. Baxter, ex- 
ecutive vice president, in charge. 

The expansion was necessitated by 
the agencies stepped-up activities in Dal- 
las. W. R. Laughlin is chairman of the 
board. 


t g 7 


GEORGE M. DUNLAP, formerly of 
Kansas City, Missouri, has been named 
field representative in Dallas for the 
Labor Department’s bureau of veteran 
re-employments right. 


7 z y 


Recently joining the firm of Major & 
Majors, realtors, were RALEIGH 
BLAKELY, FRED A. SMITHAM and 
DICK PARKER. 


y sf y 


WILLIAM B. GOWDEY has joined 
his two brothers, WALTER K., and 
HARRY R. GOWDEY, as the third part- 


ner in the Gowdey Insurance Agency. 
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Recently appointed manager of the | 


new cafeteria of the Dowtown Y.M.C.A. 
is H. E. WARNER, who has had 20 


years of experience in cafeteria opera- 


tion. The cafeteria will replace the old | 


Y.M.C.A. Grill, which closed July 26. 


y q y 


Re-elected president was PAUL 
EVANS by members of the Texas chap- 


ter of the Screen Process Printing Asso- | 
. . | 
ciation at the group’s one-day conven- 


tion in the Hotel Adolphus. Other Dal- 
las officers named were AL GATTEYS 
and J. GORDON SMITH, vice president 
and secretary respectively. 


y y y 


WILLIAM G. CURRY has _ been 
named an executive of the Texas Rubber 
Supply. Inc. 


y q 7 


Recently appointed in the companion 
companies of the Reinsurance Company 
of America and the Life Insurance Com- 
pany of America were R. E. GARBER 
as agency director and CHARLES C. 
RITCHEY as agency superintendent. 

dl y y 

The Erma Hayes Beauty Salon, 4333 

Lovers Lane, has been purchased by 


MRS. FRANCES HUDNALL. 








We'll See You at 
the FAIR 
WITH 


QBon-del Folding 


ALUMINUM AWNINGS 
Booth No. 271 


General Exhibits Building 


Ron-dels are permanent metal awnings that 
you can raise or lower as you wish. They’re 
made stronger to last longer — for regular or 
| casement windows at home; and for commer- 
cial buildings. We also 
make Ron-del Door 
Canopies; Patio Awn- 
ings and Commercial 
Canopies, See this bet- 
ter awning at the Fair. 
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CANOPIES 
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ESTABLISHED 1904 
BoupbE Storey, President 


818 SINGLETON BLVD. 
DALLAS, TEXAS 











"62 Years in Dallas'’ 


J. W. LINDSLEY & CO. 


Realtors 


Our 62 years’ experience in handling 

| Real Estate in Dallas enables us to 

give quick and efficient service in fill- 
ing your needs. 


We Specialize in Industrial Property 
1209 Main St. ¢ Phone RA-4366 

















ADS BY JURGENS... 








baited with 
special 
merchandising 
"hooks" 


make it easier 
to land 
BIG orders. 


RUSS JURGENS, Advertising 
1009 Camp... DALLAS. . . PR-4387 








Hudson & Hudson 


Industrial and Business Properties 
Sales, Leases and Management 


1225 Mercantile Bank Building 
PHONE R!-9349—DALLAS 


Alex D. Hudson James S. Hudson 
Alex D. Hudson, Jr. 




















FORREST AND COTTON 


Consulting Engineers 


Praetorian Building 


Phone RA-4341 Dallas 














Fort Worth - Dallas - Houston 











SAM ROSS McELREATH CO. 





Here is a distinctively new style key chain for your 
business gift list that will eloquently say “Thank 
you and good luck” to your valued customers. A 
= simple twist of the horse- 
shoe threads keys on the 
durable chain. The richly 
embossed medallion is 
personalized with your 
company trademark or 
product reproduction. 


GF 












The special made-to-order 
feature increases the ad- 
vertising value 
with a novelty 
appeal. 









This key chain and many other unusual 
custom-made gifts are a speciality of 
Stellmacher & Son. If your gift list is long 
and your budget short we have something 
for you. 


STELLMACHER & SON 
A (Complete Line of Goodwill Advertising 
Since 1912 


2715 Elm Street RAndolph 6881 
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Moves Headquarters to Dallas 


W. Bankart Langmore, regional man- 
ager for the securities firm of Wood, 
Struthers & Company, has moved h’'s 
company’s regional headquarters from 
San Antonio to Dallas. Mr. Langmore 
formerly was vice president and treas- 
urer of Slick Airways and is still a mem- 


ber of the board. 
q vy 4 


JAMES C. COYLE of Arthur A. 
Everts Jewelers has been named to the 
southwestern district organizing com- 
mittee of the Gift and Decorative Acces- 
sories Association of America. 


7 vy y 


W. E. FOLSOM, illuminating engi- 
neer of Dallas Power & Light Company, 
has been made a fellow of the [lluminat- 
ing Engineering Society. 

e ty y 

HERBERT MICHAEL SHEANER, 

JR., announced opening of a general 


fire and casualty insurance agency at 
5117 West Lovers Lane. 


A y 7 


Missouri-Kansas-Texas Railroad pro- 
moted J. R. TISDELL, clerk in the Dal- 
las office, to city freight agent in Dallas. 


y A i 


Westinghouse Electric Corporation 
has appointed R. DONALD HARRIS as 
Southwest district sales manager for its 
te'evision-radio division. He will 
based in Dallas. 


be 


y y y 


FRED SCHROEDER has joined Duf- 
feys Furniture as merchandising and ad- 
vertising manager of its three Dallas 
stores, 1804 Greenville, 1826 Abrams 
Road and 4019 Gaston. 


/ 


Becomes Bank Official 


John P. Poulos has been elected vice 
president in the commercial bank divi- 
sion of the Dallas National Bank. Mr. 
Poulos started his career in Shreveport’s 
Commercial National Bank. Before ac- 


-cepting his present post, he served for 


two years in the national bank examin- 
ing force of the Treasury Department. 


i i v 


Horn-Williams Motor Company has 
selected HAROLD DAGG, its sales man- 
ager from 1939 to 1942, to be new car 
sales manager. For the past eight years, 
he was district manager of Universal- 
C.1.T. Corporation here. 


AL HOFFMAN has been named to 
the new position of executive director 
of sales by Resistol Hats, Inc. He will 
work with hat dealers in planning. pro- 
motion and merchandising. 


P.K. (PETE) YEARGAN, Dallas fur- 
niture and carpet store owner, has been 
appointed North Texas director of the 
Dale Carnegie course in effective speak- 
ing. 


7 y Y 


TED BRIDGES has been named Dal- 
las divisional manager of the Lee Hol- 
land Company, distributor of the Amer- 
ican Kitchen, dishwashers and other 
major household appliances. 


ROBERT E. GOODACRE has_ been 
appointed Texas representative of In- 
land Steel Products Company of Mil- 
waukee. He will make his headquarters 
in Dallas. 
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Consular Corps 

(Continued from Page 24) 

called for and it has worked for a policy 
of co-operation between the countries it 
stood for. 

In 1937. the corps was suggested by 
Adolfo G. Dominguez, consul of Mexico: 
Robert Burgher, consul for Panama and 
honorary vice consul for Guatemala, and 
Harold M. Young, district manager of 
the Department of Commerce’s Bureau 
of Foreign and Domestic Commerce. 

The board of directors of the Dallas 
Chamber of Commerce unanimously ap- 
proved the idea. 

Said the Chamber's president, L. B. 
Denning. “This should do a lot toward 
bringing us closer to the Latin-American 
countries and should encourage their 
participation in the exposition.” 


Sentiment of the old Dallas Journal | 


was about the same: “While the social 
possibilities involved are by no means to 
be overlooked or belittled, the chief 
point to be kept in mind is that a con- 
sular corps of a size to give Dallas of- 
ficial contact with a goodly number of 
foreign countries is of the highest value 
culturally and commercially.” 

Quite obviously, the corps has 
achieved what its originators proposed. 
This is its present membership: 

Austria — Oskar Grunow. honorary 
consul (partner in Grunow-Hogg & Com- 
pany, cotton exporters). 

Belgium — Jacques Villere. honorary 
consul (foreign department manager. 
Mercantile National Bank). 

Brazil — J. Kirby McDonough. hon- 
orary consul (president. Murray Com- 
pany of Texas. Inc.); Harold M. Young. 
honorary vice consul (assistant to the 
president. Murray Company of Texas. 
Inc.). 

Costa Rice —— Joaquin Figuls. honor- 
ary consul (manufacturers’ agent for 
textile mills). 

EF] Salvador 
orary consul (sales engineer for Texas 
Automatic Sprinkler Company and Out- 
side Venetian Blind Company). 

Guatemala — Robert Burgher, honor- 
ary consul (representative for bagging 
and jute mills). 


James A. Muncey, hon- 


Honduras — Oscar Ulargui. honorary 
consul. 
Mexico — Ignacio Pesqueira, consul: 


Javier Escobar, vice consul; Jay Stilley. 
honorary vice consul (executive vice 
president, Texas Cotton Ginners Asso- 

ciation). 
The Netherlands — Dr. C. A. Trim- 
bos. information officer with functions 
(Continued on Next Page) 
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worker efficiency and saves space 


studies. See our display. 


. based on time and motion 


THE DORSEY COMPANY 
DORSEY BUILDING * DALLAS 








LOOSE LEAF COVERS e EDITION BINDING 
““WIRE-O AND CERLOX PLASTIC BINDING" 


NORTH TEXAS TRAFFIC BUREAU 


TRAFFIC MANAGEMENT 
FREIGHT RATE ADJUSTMENTS 
ED. H. PIERSON, Manager 


1517 Praetorian Bldg. Phone STerling 4385 
DALLAS 


Ask Us or Your Printer 


AMERICAN BEAUTY COVER CO. 
2002 North Field Street PR-0677 Dallas 

















J.N. FISHER, Realtor 


‘Investment Properties Exclusively"’ 
Leasing Agent 


Statler Hotel: Merchandise Mart 
1405 MERCANTILE BANK BUILDING, DALLAS, PHONE RI-4675 
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KLIMIST STORE FIXTURE MANUFACTURING CO. | 


DESIGNERS AND MANUFACTURERS 
of CUSTOM MADE and 
UNITIZED STORE FIXTURES 
Immediate Delivery — Remodernize Now 


Visit Our Complete Show Room at 1107 Jackson Street 


RI-6323 Or Phone ee 











RESIDENTIAL — COMMERCIAL — INDUSTRIAL 


AIR CONDITIONING 
AND 
REFRIGERATION 
CONTRACTORS 


DALLAS AIR CONDITIONING COMPANY 


1708 Cedar Springs Ave. Phone STerling 4451 
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NATIONAL ELECTRICAL 
CONTRACTORS ASSOCIATION 








Here's the unusually attractive Board of Directors’ 
Room of the National Electrical Contractors Associa- 


tion... completely furnished by Bennett's. 


Lnothe.: funiture itnitatlation 


Y 


en DIRECTORS ROOM 
CHAIR. One of the finest 
chairs available for both 
beauty and comfort. In 
leather or plastic upholstery 
in most any color. Frame of 
kiln-dried hardwood with ex- 
posed portions of oak or gen- 
uine walnut. In Du Pont Fab- 
rilite, $75.00 


Lowvtttt7 rh 


1829 CORSICANA - DALLAS, TEXAS 












PRINTING 
LITHOGRAPHY 
OFFICE FURNITURE 
OFFICE SUPPLIES 
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Consular Corps 

(Continued from Page 65) 

of honorary consul (president, Protex 
Service, Inc.). 

Nicaragua — Dr. Philip Rodriguez, 
honorary consul (dentist). 

Panama — Henry W. Dres, honorary 
consul (owner of Pan-American Manu- 
facturing Company). 

Paraguay —F. Javier Esteve, honor- 
ary consul (vice president of Esteve 
Brothers & Company, Inc., cotton ex- 
porters). 

Peru and Bolivia — P. B. (Jack) Gar- 
rett. honorary consul (president, Texas 
Bank & Trust Company). 

Sweden — Mrs. Alice Roberts, honor- 
ary vice consul (owner, Swedish Mod- 
ern, Inc.). 

United Kingdom —L. E.  Priesack. 
vice consul. 

Mr. Figuls is dean of the corps (a 
position which does not necessarily re- 
flect length of service but is more com- 
parable to that of chairman) and Mr. 
Garrett is vice dean. Mr. Young has 
been secretary since the corps’ inception. 

Of the 16 nations represented. only 
one maintains a career consulate in Dal- 
las — Mexico. The United Kingdom has 
a career vice consulate (although there 
are hopes here the office will be raised 
to a consulate). 

The other 14 have honorary officers. 
persons who work at their business or 
profession full-time but perform limited 
consular functions at no salary. They 
get fees for their work, but the fees gen- 
erally cover only expenses and what re- 
mains is sent to the home government. 

The honorary consuls and vice con- 
suls perform, generally, the same duties 
with only variations as imposed by their 
governments. 

In the main, the honorary consuls 
handle visas for Dallas people going to 
their countries or shipping bills for Dal- 
las goods going there. This entails quite 
a lot of paper work, affixing stamps. sign- 
ing documents, stamping them, checking 
that they are notarized and other duties. 

Aside from the pleasure of doing this 
work and the little remuneration in way 
of fees, about the only other reward is 
that the honorary consul is that much 
closer to the government with which he 
deals. This particularly may work to the 
advantage of a Texan who does business 


| there, but probably does not concern the 
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native of the country who happens to 
live here now and wants to be consul. 


For many things persons are referred 
by the honorary consuls to the career of- 
ficers elsewhere in this country. 


The two career offices in Dallas — the 
Mexican and the British — vary largely 
in functions between themselves as be- 
tween themselves and the honorary con- 
sulates. 

A career consul can only be a native 
of the country he represents. 


Covering a 68-county Northeast Texas 
area, the Mexican consulate is largely 
concerned with its nationals here. Five 
thousand of them work in cotton fields. 
Then there are an estimated 12.000 
Spanish-speaking people in Dallas Coun- 
ty — 1,500 of them citizens of Mexico 
—and the Mexican consulate takes care 
of them. 

It looks after their treatment, at the 
hands of both American people and 
American law. 

With all this occupying the consul, 
vice consul and three clerks, there is 
little time to take care of trade. 

Trade, however, is just what the Brit- 
ish want. 

Since rearmament’s burden was piled 
on World War II troubles of the British. 
they have been trying to earn dollars. 
They did not want to borrow our dollars. 
they said. They wanted to earn dollars 
by selling us things which they make 
better than we. 

In this endeavor, the vice consulate 
here of the United Kingdom has been 
quite active. The vice consul, whose term 
expires in October, has tried to persuade 
Dallas stores and supply firms to buy 
British. He did this not with words 
alone, as if after charity. but with sam- 
ples — in the best tradition of American 
salesmanship. 

The success of the Dallas consulates 
could, logically, persuade other nations 
to establish representatives here. 

France had someone here once, and 
is a good prospect to return. West Ger- 
many may be a new one. Spain and 
Argentina had representatives here. but 
their relations with the United States are 
pretty controversial. Czechoslovakia had 
someone here but that was before the 
lron Curtain draped around that land. 
Conceivable, there are other possibilities 
to the south such as Colombia, Vene- 
zuela, Ecuador, Chile and Uruguay. 

As Dallas continues to grow, it is not 
at all difficult to envision a growth in its 
international status — and a further 
growth in its Consular Corps. 
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Fence Company Manager 


V. W. Heggie has been named man- 
ager of a new Dallas branch of the 
Anchor Post Fence Division of Anchor 
Post Products, Inc. Mr. Heggie has been 
with the fence company for 25 years. 
The new branch is located at 3030 Fort 
Worth Avenue. The Dallas office will be 
one of a nationwide connection that en- 
ables the company to sell and erect 
fences anywhere in the country. The 
company was the first to introduce chain 


link fencing for residential and estate | 


enclosures. 


i ' 
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Reserve Life Executive 


E. H. Barry has been named to the 
newly created post of executive vice 
president of the Reserve Life Insurance 
Company of Dallas. Mr. Barry has been 
secretary of Reserve Life since the com- 
pany was organized in 1938. Other top- 
level appointments made Gustave E. 
(Gus) Gadness, vice president and di- 
rector of life agencies: John P. Walker. 
Jr., vice president and administrator of 
the life insurance division, and C. E. 
Rice, department secretary. C. A. Sam- 
mons is president. 
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ADVERTISING AGENCY 
12th Floor National City Building 


Dallas 











Dictaphone “TIME-MASTER” 


Greatest Name in Dictation 
Try Dictaphones in Your Office . . . No Cost 


FRED L. HAYNES District Manager 
Dictaphone Corporation 

2013 N. Akard RI-6117 

R. 0. LANE FRED A. ERNST 











THERE’S MONEY 
IN 
YOUR OLD 


CRITICALLY": 
NEEDED FOR. 
DEFENSE & - 

CIVILIAN | | 
PRODUCTION 


alarmingly scarce 
—needs 2 scrap as well as 1/2 
pig iron. Now’s the time to scour 
your premises —and turn 
urgently-needed metal 
scrap into ca$h! 


AMERICAN 
IRON & METALS, INC. 
2215 Latimer St. y DALLAS 
Phone: HUnter 2861 
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Ship RATY, Southwest 


Katy freight service offers you 
something extra. 





poe 


It’s more than powerful diesels (and Katy is 
practically 100% dieselized). 


It’s more than new rolling stock and new rail, 


and radio control and automatic signals—all of which aan TIL aA 
are being constantly expanded. a , nA 





It’s the extra handling care, the dependable, | 7 ee 

efficient, time-saving service that identifies every 
operation on line and at terminals along the / 

Katy system. Let our hat, symbol of Southwestern TL \% 











friendliness, remind you to ship Katy, Southwest. /—— - 




















Saw a XNGIOS 


SOUTH EST 

















SEMVES THE 
SOUTHWEST 











modern sevniionll handling 





Your local Katy Representative will be 

glad to help you with your shipping 
problems—tell you more about Katy’s modern 
freight service and how you'll benefit by 0 A _ RAILR 0 


shipping and traveling Katy, Southwest. 
sé < NATURAL ROUTE SOUTHWEST 
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Elected Officer 


Howard S. Lard, sales manager of the 
Bock Corporation in Dallas, has been 
elected vice president. In four years with 
the company, he set up a dealer organi- 
zation and headed an accelerated 
program of distributing Carrier air con- 
ditioning equipment and DuMont tele- 
vision receivers in the Dallas area. 

5 + A y 
quality control department, has been 


promoted to assistant chief inspector at 
Temco Aircraft Corporation. 








. 


Jas. K. WILSON invites you to 
meet Wayne Bennett of their 
Second Floor Men’s Clothing De- 
partment. Wayne, who previously 
worked three years in Jas. K. Wil- 
son’s Young Men’s Shop, has re- 
cently returned to the company. 
He is a graduate of Southern Meth- 
odist University and his experience 
in the men’s clothing field well 
qualifies him to serve you. 
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BE SURE * INSURE WITH SHERMAN 


FRANTZ H. (F. H.) SHERMAN 


Announces the removal of his office to 
1122 Jackson St. — Suite 505 
2nd Unit Santa Fe Bldg. 
Same Phone: PR-0488 


ALL LINES OF INSURANCE 
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ART METAL, SIKES 
& JASPER CHAIRS 


1cAAS- : 
OFFICE FURNITURE oo 4 nshs peeve 
. RY G 
RI-3449 al 
_2214 MAIN ST... Dallas, Texas — ' 
ies. ‘ TOP Quauiry 


POSTINDEX VISIBLE OFFicg SUPPL 
FILING SYSTEMS 





C. B. LEWIS, general foreman in the | 


DALLAS KANSAS CITY 





ee 
COMMISSARY SERVICE COMPANY 


Industrial Caterers 


Operators of In-Plant 
Cafeterias, Restaurants and Canteens 


General Offices 
BUICK-OLDSMOBILE-PONTIAC 
ASSEMBLY PLANT 
KANSAS CITY, KANS. 


Dallas Representative 
201 Reserve Loan Life Building 
RAndolph 9211 
Dallas, Texas 








Insured Safety 
Sound Manag2ment 
Convenient 


OUR 
Maximum Return ON WEY 


temertean Savings Yue, 
and Loan rbssoctation 


Ground Floor Mercantile Securities Building 
1713 Commerce Street, Dallas Riverside 4191 
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L U cal 3 E R LARGE AND COMPLETE STOCKS 


YELLOW PINE, WHITE PINE, FIR, OAK, PLYWOOD 


SPECIAL ATTENTION GIVEN TO INDUSTRIAL 
AND DEFENSE PLANT ORDERS 


OLDHAM LUMBER COMPANY 


927 South Haskell Avenue Phone TAylor 5194 
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Insurance Firm Adds 
Two Corporations 


Plans for two new corporations as 
additions to the Insurance Company of 
Texas group have been announced by 
Ben Jack Cage, president. 

The directors ratified preliminary or- 
ganization plans for the [.C.T. Discount 
Corporation as a lending agency for the 
group of companies. The other firm, 
Continental Union Insurance Company 
of Alabama, has been incorporated un- 
der the laws of Alabama. It is affiliated 
with the I.C.T. group through reinsur- 
ance treaties and through contracts with 
Jack Cage & Company of Dallas, under- 
writing manager for both companies. 





Republic Bank Appoints Two Officials 


George J. Watts, left, and Sam L. Ballard, Jr., have been elected vice presi- 
dent and assistant vice president, respectively, of Republic National Bank of Dallas. 
Mr, Watts, fomerly a Philadelphia banker, will be in charge of Republic's public pressway near Haskell in Dallas as the 
relations and advertising department. He joined the Dallas bank March 1, 1952. site for a new home office building has 
Mr. Ballard, who has been with Republic for 16 years, formerly held the position of — Joon approved. Committee members in- 
assistant cashier. He is associated with the mortgage-loan department. chads Wiles 3. Caren of Tidies. 


Purchase of a tract on Central Ex- 





County Commissioners Court has re- 
named R. H. CLINGER to his former 
post as county engineer. He was county 
engineer from April, 1925, to February. 
1951. 
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1523 COMMERCE STREET 





STATIONERS e@ OFFICE OUTFITTERS 
PHONE PR-8581 


JEAN S. COOK has been named Dal- 


las sales manager for the National Bis- 
cuit Company. He has been special rep- 
resentative for the past 15 years in Dal- 


las. 


at eee vom cee 9 
1m ip 


ganization to encourage creative designs 
in the jewelry field. 








na 


irst Smpressions 


Comal 


You don’t have to own an airline to 
have a reception room cued to the 
atmosphere of your office. The quiet 
and comfort of this room, Magnolia 
Petroleum’s Pilots Lounge at their 
Southwest Airmotive Love Field 
Hangar, can be translated into the 
exact room suited to the office of a 
doctor, lawyer, or your business. Let 
us design your reception room in its 
entirety...colors, furniture, rugs and 
pictures...giving the correct back- 
ground and character to your business 
contacts. 
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JACK N. COHEN has been named a 


member of the Jewelry Academy, an or- 








la 
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1952 








Southern Union Gas Promotes Executives 


Bay F. Wombacker, left, and Frank D. Jernigan, both of Dallas, recently received 
promotions at Southern Union Gas Company. Mr. Wombacker, formerly auditor, was 
elected assistant treasurer and will supervise the firm’s general and field office account- 
ing functions. Mr. Jernigan was moved up from statistical and budget director to gen- 


eral accounting supervisor. 


Y.M.C.A. To Teach 
Modern Living Classes 


Informal classes for men and women 
on “Modern Living” will be held in the 
Downtown Y.M.C.A, at 605 North Er- 
vay beginning October 6. 

Each class meets one night a week for 
a term of eight weeks. Enrollments may 
be made by mail or by registering at 
Downtown Y.M.C.A. 


reduced 


any time at the 
every day except Sunday. A 
course fee is extended to program mem- 
bers of the Y.M.C.A. 

The Y.M.C.A. courses and instructors 
include: Learning To Dance and Latin 
American Dancing, Arthur Murry  in- 
structors; Successful Group Leadership, 
Dr. Alvin North: Home Gardening. A. 
B. Jolley and Miss Orene McClellan: 
Bridge, James Oswald Jacoby. Jr.: 
Horseback Riding and Intermediate 
Horseback Riding, Tex Oddson and M. 
Bogivevic; Golf, Ben Banks; Magic as 
a Hobby, Royal H. Brin; Square Danc- 
ing, Harper Smith; World Affairs Re- 
Frank Norton; Conversational 
Spanish and Intermediate Spanish, Ra- 
fael de Chauden. 


Poise, Appearance, Personality. John 


view. 


Robert Powers School staff; Conversa- 
tional French, Mrs. Annette Gray: Prac- 
tical Investing, Otto Bohney and Addi- 
son Moore; Swimming for Men and 
Women, Wade Eubanks and John Mars- 
lon; Painting as a Hobby. Ray Green: 
Greak Books, discussion group: Success- 
ful Selling, Les Thompson and _ asso- 
Clates, 


DALLAS 
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Pioneer Installs 
V.H.F. Equipment 


This month Pioneer Air Lines be- 
came the first airline in the nation to 
completely convert to the new, postwar 
Very High Frequency Dual Omni-range 
navigation and communication equip- 
ment, 

All the nation’s airlines have been 
using the standard Low Frequency navi- 
gation equipment. 

The change to the V.H.F. Omni equip- 
ment brings about several major im- 
provements. First, the V.H.F. equip- 
ment is static free for all practical pur- 
poses and not subject to interference by 
atmospheric conditions. Second, with 
the Omni equipment, the pilots are able 
to receive direct magnetic bearing to or 
from the Omni radio station while the 
L.F. equipment provided only the 
plane’s location in one of the four quad- 
rants of the L.F. range station or on 
one of four courses. 

Omni navigation equipment will be 
used between all Pioneer cities in Texas 
and New Mexico. 

In using the new, V.H.F. navigation 
equipment, the pilot tunes in the Omni 
range station at his next destination. 
The cockpit panel equipment shows him 
the direct magnetic bearing to that sta- 
tion. 

The Pioneer installation of Dual Omni 
equipment cost more than $70,000.00. 

All Pioneer pilots have been schooled 
in the use of the new equipment and 
must pass the Civil Aeronautics Admin- 
istration requirements. 





CLOUD 


Employment Service 


"The Right Person for the Right Position’’ 


Since 1929 


Solve your personnel problems 
by calling... 


PR-4821 


We have Executives, Office, Sales, 
and Technical help of all kinds. 


Your use of our interviewing 


| room is invited. 
H. NESTOR DUVALL, Manager 


| National City Building 
DALLAS |, TEXAS 


No Cost to the Employer 














Suit 
your 


business 
needs 


Walraven 
one-time-carbon 
snap-out forms 

are faster, easier and 
cleaner — no carbons to 
insert — copies 
separate with a snap. 
Our experienced 
salesmen will 

‘gladly assist you in 
designing forms to 

fit exactly the needs 
of your business. 


walrav; aN 
. 1509 munger © RA-6138 © dallas V0. 
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New Officer 


W. B. Scott is now vice president and 


SLARKMAN~BRAND., INC. general manager of Krafco Container 


lt is a combination of many skills and many litile things 
that have caused people to speak so complimen‘ary of us. 





MORTICIANS Corporation which last month purchased 

wig? Sage Kraftex Enterprises, Ltd.. of Dallas. Ex- 

2115 Ross Avenue Nalional Selle tins Sterling 2187 ecutive offices of the consolidated com- 
 inviratto™ pany will be in the Mercantile Securit-es 








Building. New chairman of the board is 
George W. Scrimshaw of Dallas, who 
: ' | will retain his duties as president. Other 
: HOW'S YOUR TEMPER? . | new officers include John C. Hunt, Jr.. 
ahr a A when one is ‘edgy’ and head- vice president in charge of sales; C. W. 
achy, it turns out to be the EYES trying to warn = Dodgen, Jr., vice president in charge of 
you. Strained eyes trying hard to SEE can cause Rieti ae @> SEMaitl Bins mena, 
are inance; and H. G. McDonald, vice presi 
nerves to be on edge, and tempers short. See - ce f are 
; “te : iain ; * 
your Eye Physician! dent in charge of production, who wa: 
elected to the board of directors and 


. 0. MARTIN- THOMAS . 
will assume the office of treasurer. 


Bring Your Eye Physi- 
cian’s Prescription to us ‘4 
A-1 Quality Lenses 
for Q J : OPTICAL COMPAWY Expands Air Service. American Air- 
GROUND FLOOR MEDICAL ARTS e DALLAS lines has launched two new flights for 
vilmen and others traveling frequently 


“Serving the Geutinvest over Farty Yours" between the Dallas-Fort W orth area and 
the Midland-Odessa oil center. Daily 


Hi U Ad T E Re “0 ie AY i S C Oo . Flight 431 leaves Dallas at 1:20 p. m.. 
| arriving in Midland-Odessa at 3 p.m. 


ELEVATORS | Flight 432 leaves Midland-Odessa daily 








MONTGOMERY ELEVATORS—ROTARY OILDRAULIC ELEVATORS at 3:20 p. m., arriving in Dallas at 4:50 
PEELLE MOTORSTAIRS——-RESIDENCE ELEVATORS p. m. and continuing to Tulsa, Okla- 
Repairs and Maintenance homa. Meanwhile a third new flight links 

DALLAS HOUSTON SAN ANTONIO | Dallas-Fort Worth and the oil tool pro- 
AUSTIN CORPUS CHRISTI LUBBOCK | du-tion center at Tulsa. Flight 433 leaves 





Tulsa at 6:50 p. m. daily, arriving in 
Dallas at 8:14 p. m. and Fort Worth at 








MOTION PICTURE PRODUCERS for 34 Years! | ““'” |. 


} Ty i a FILMS FOR: Offices Leased. Ber Chemical Com- 
© public relations pany has announced a move from former 
: ie quarters, 2140 North Harwood Street. 
rebectts raining ; a 
é to a new 7.000 square foot building al 
o 24 @) e 1 c 
—— — ery a 


sales 
COMPLETE PRODUCTION FACILITIES! 


television 
EMEC v-2se (JAMIESON FILM CO. 



































327 Cole Street in the Trinity Industrial 
District. The company serves the South- 
west in the wholesale and retail janito- 
rial and maintenance business. Joe L. 
Berg, president, is owner of the new 
























buildine. 
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The House That Service Built 


% MACHINE TOOLS—PORTABLE ELECTRIC TOOLS 














EDITOR'S NOTE: Statements under this heading 
are based on information received by the Dallas 
Chamber of Commerce, but are not guaranteed 
by the Chamber or DALLAS. Details may be ob- 
tained from the Foreign Trade Department, Dallas 
Chamber of Commerce. Please refer to code. 


52DI/BI. New York. Representatives 
of Brazilian investment group, who are 
equipped to handle investments of Amer- 
ican interests, would like to contact 


those interested in such investments in | 


Brazil. 

52DI/TML. Canada. Fort William 
firm is interested in contacting metal- 
working manufacturing firms in the 
United States who are interested in hav- 
ing their products manufactured in 
Canada for the Canadian market. 

52EI/MM. Mexico. Monterrey agent 
is seeking American investors in air 
conditioning and other products. 

52GI/TTC. Nigeria. Ibadan com- 
pany as a manufacturers agent wishes 
to contact manufacturers in this area 
of household articles, jewelry and cloth- 
ing wanting representation in Africa. 

52HI/AB. Japan. Nagoya export 
firm of china wares and general goods 
would like to establish a market in the 
Dallas area. 

52HI/B. Turkey. Export representa- 
tive would like to contact companies 
interested in such items as mineral, ani- 
mal, aquatic and pharmaceutical prod- 
ucts and fabrics. 

52F1/R. India. Established manufac- 
turer and exporter of Indian art wares 
will export their articles to firms inter- 
ested in this area. 

52HI/E. Mexico. Monterrey individ- 
ual wishes to represent a manufacturer 
of costume jewelry. 

52HI/AM. Germany. Hamburg ex- 
port firm is interested in contacting local 
musical instrument outlets who wish to 
import all kinds of musical instruments. 

52HI/HC. Mexico. Individual would 
like to contact distributors or dealers 
desiring to handle pictures of feathers 
and carved wood figures in this area. 

52HI/GP. Mexteo. Monterrey firm 
would like to import used printing 
machinery from this area. 

S2HI/CFI. Paris. Firm would like to 
establish a buying office for department 
stores in the Dallas area and act as their 
buyers for textiles, porcelain or ceramic 
sets, toys, perfumes, novelties, costume 
jewelry and food products. 
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3405 COMMERCE ST. 





%& WOODWORKING MACHINERY—AIR TOOLS 

* AIR COMPRESSORS—ELECTRIC MOTORS 
* WELDING EQUIPMENT—GRINDING WHEELS 
% INDUSTRIAL SUPPLIES—HAND TOOLS 


MACHINERY SALES & SUPPLY CO. 


—DALLAS— PHONE RI-6701 

















DESIGNERS AND MANUFACTURERS 








OF QUALITY STORE AND BANK 
FIXTURES SINCE 1922. 


1M SHOWCASE & FIXTURE _ 
™ MANUFACTURING CO. 

















1914 CEDAR SPRINGS © DALLAS 1, TEXAS © PHONE PRospect 7576 








Dalles tears; 


AND TERMINAL 
WAREHOUSE CO. 


° ) 
2ND UNIT SANTA FE BLDG. | 


G. K. Weatherred, Pres. © 





OFFICE, DISPLAY and 
WAREHOUSE SPACE... 


Something new has been added .. . it is 40,000 additional square 
feet of space at 1108 Jackson, adjoining our present location in 
the 2nd Unit of the Santa Fe Building. Designed for Manufac- 
turer’s Representatives, Distributors and others desiring office, 
display and warehouse space all under one roof. Available with 
or without air-conditioning and office building service. 






@ Established 1875 
CALL RA-7111 


yrVV 





C. E. Bradley, Vice-Pres. - R. M. Waskom, See’y-Treas. 
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i help 
YOU 


CONQUER 
= 


FEAR is man’s worst enemy. Fear retards pro- 

motion. Fear loses big sales. Fear turns men 

E. C. HOUSE and women into business failures and social 

ees eet wallflowers. Stop being afraid of yourself. I 

can help you conquer fear. I can help you, like I have helped thousands of 

men and women, to speak effectively, develop confidence and become a leader 
in the business and social world. 


LEARN TO SPEAK EFFECTIVELY 








The ability to think and speak effectively is the secret to courage, poise and 
self-confidence. With the assistance of my staff of well-trained and experi- 
enced instructors, I have trained thousands of ordinary individuals to become 
dynamic citizens and leaders in their community. Through effective speaking, 
I can help you, too! 


If you are seeking the ability to speak effec- 
tively, enroll now. Telephone me at PRospect 
0945 for further information on our 15-week 
course of instruction. Classes meet once a 
week in an air-conditioned auditorium for a three-hour evening session, start- 
ing at 7 o’clock. The tuition is within the reach of everyone. 





$86 for entire course, including all 
books, if paid in installments con- 
venient to the student. 


$76 if paid in full when enrolled. 








THIS TRAINING WILL HELP YOU IN 
Speaking Ability ® Self-Confidence ® Personal Popularity 
Earning Power e Ability to Handle People e Better Memory 
Improve Human Relations e Leadership Ability 








Appointed Controller 

Elzie A. Evans has been appointed 
controller of James K. Wilson Company. 
Before joining the Dallas clothing store, 
he held a similar position with Shelber 
Brothers department store in Shreve- 


port. 
1! a 


ROY C. MEANOR, former president 
of the Dallas Retail Grocers Association, 
has joined the staff of the Merchants 
State Bank for promotional and public 
relations work. 

y - y 


Named a member of the American 
Automobile Association policy commit- 
tee was CLYDE E. SWALWELL, presi- 
dent of the Dallas Automobile Club. 


7 y 7 


CHARLES 0. GALVIN, a member of 
a Dallas law firm since 1947, has been 
appointed a full-time assistant professor 
of law at Southern Methodist University. 


if g 1 


R. V. (DICK) BAKER has joined the 
sales staff of the Tynes Company, Dallas 
wholesale jewelers, to take charge of 
diamond sales. He was formerly with 
another wholesale jewelry firm. 


if y t 


JOE R. POOL has become an associ- 
ate of the law firm, Hershey. Sample & 
Sullivan, which recently was moved from 
the Reserve Loan Life Building to 1623 
North Industrial Boulevard. 


7 Y Y 
CLYDE F. MAULDIN is now treas- 
urer of the Dixie Wax Paper Company. 
He joined the company in 1924 as a 
salesman. 
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Postal Clerk Officer 


Joseph G. Marsh, Dallas post office 
clerk, was elected vice president of the 
National Federation of Post Office Clerks 
at the organization’s recent convention 
in St. Paul, Minnesota. Mr. Marsh has 
been with the Dallas post office system 
for 11 years and is former vice presi- 
dent of the Dallas Federation of Post 


Office Clerks and district representative | 








of the state organization. For three years | 
he was national state representative of | 


the federation, a non-striking labor or- 
ganization. 


y 5 ¥ 


CARR P. COLLINS, JR., 
ROY GIBSON, JR.. 
Insurance Company, and GEORGE ( 
POWELL, New England Mutual Life 
Insurance Company. have been notified 
by the American College of Life Under- 
writers of their successfully completing 
all five of the chartered life exams. 


and LEE 


7 y q 


EDWARD 8S. BLAKE, former assist- 
ant loan officer of the First Federal Sav- 
ings and Loan Association of Chicago. 
has joined the mortgage loan depart- 
ment of the Oak Cliff Savings and Loan 
Association. 


Y y v 


HAROLD E. TACKER, a graduate 
of Southern Methodist University and 
former member of a Tyler brokerage 
firm, has been appointed an account 
executive in the retail department of the 
Southwestern Securities Company. 


Y y y 


MRS. EDNA B. DAVIS has been 
named credit manager of the Macmillan 
Company’s southwestern branch in Dal- 
las, She was promoted from assistant 
cashier to succeed MRS. BESS B. JUDD, 


who retired after 25 years of service. 
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Fidelity Union Life | 


; ~ BIG miti=2RnN DR D—GRADE ot meer 


‘YELLOW “PINE 


FIR: DIMENSIONS. SPECIAL, ORDERS: 
=-INSULATING: ‘MATERIALS. 








& e eo & 
Appraisal Engineering Service, Inc. | 
Scientific Valuations in the Southwest 
Over 30 Years Experience in Appraising Lands and Buildings 


Porter Lindsley 


Phone JU-0511 


Henry P. Inge T. J. Hayman 


2115 Butler Street Dallas, Texas 














INDUSTRIAL DISTRICT 


“Under the 
Skyline 
of Dallas’”’ 


Shown at the left 
the new 
DALLAS 

MORNING NEWS 

WAREHOUSE 
and other new 
construction. 


TRINITY 





For information about property in the Trinity Industrial District, consult your real estate broker or... 


INDUSTRIAL PROPERTIES CORPORATION e 401 Republic Bank Bldg. ¢ RI-6552 








WHEN WE PAVE VOU GnUE 
“ASPHALT 


Our Asphalt Paving 
costs less- 
it lasts longer 


















Good Asphalt paving 
requires first-grade 
equipment, operated by 
experienced personnel who 
know paving construction. 
Texas Bitulithic have been meet- 
ing these requirements in the South- 
west for over 45 years. Our Engineer 
Salesmen will be glad to consult you, with- 
out obligation, on your paving requirements. 
Be sure to see us first on your estimates. 


¥ 


Phone Riverside 3531 


2121 Irving Boulevard 
75 














Bought 
Sold 
Quoted 





Listed and Unlisted 
Stocks & Bonds 
Municipal Bonds j 


SINCE 1920 





Damas [NIN SecuRmES Compan 


FORT WORTH, TEXAS 
423 Fort Worth National Bank Bidg. 
TELETYPE: DL 390 os TELEPHONE: ED-1248 


DALLAS, TEXAS 


502 Dallas National Bank Bldg. 
TELEPHONE: RI-9021 e 


Member Midwest Stock Exchange 














- STAY IN DALLAS 


. # ss 





The JEFFERSON HOTEL . . . over- 
looking Ferris Plaza .. . offers 
you the comfort and pleasure of 
a smartly decorated interior . . . 
spacious rooms . . . and efficient 
service. Its central location places 
you near train and highway 
connections . . . and all city-wide 
transportation. When visiting 
Dallas . . . be sure to stay at the 


JEFFERSON. 


Winfield Morten, 
President 

Lawrence W. Mangold 
Vice-President, 
Manager-Director 

W. T. Cushing 
Resident Manager 


DALLAS, TEXAS 5 
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New District Manager 


R. W. Schorr has been promoted from 
Dallas manager to Northeast Texas dis- 
trict manager for National Carloading 
Corporation, He will continue his head- 
quarters in Dallas. The company has 137 


- stations in the nation, including 25 in 


Texas. 
y y y 
Newly named director of the Student 
Union Building at Southern Methodist 
University is FRED W. BRYSON, a 


former missionary to Peru, 
yi Woe 


New assistant cashier of the City State 
Bank of Dallas is WILLIAM D. NAVIN. 
JR.. former member of the KRLD-TV 
staff. 


if oA ¥ 


W. NEILL STEWART. SR.. of 
Stewart Office Supply Company has been 
appointed to a committee of 20 leading 
merchants who will select winners of 
Brand Names Foundation’s fifth annual 
Brand Name Retailer of the Year award. 


v a. y 


LELAN VIRGIL INGRAM has been 
named head designer and assistant man- 
ager of Paul’s Florist. 2017 South 
Buckner Boulevard. 


t if ¥ 


J. H. JACKSON has been appointed 
traffic representative of Trans-Texas Air- 
ways for the Dallas area. A graduate of 
the University of Ohio, he was formerly 
station agent for the airline at Beaumont. 


7 ¥ q 


Northwestern Aeronautical Company 
of St. Paul. Minnesota, has added 
HENRY I. McGEE to its board of di- 
rectors, giving him the title of vice 
president in charge of production. 
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Modern production methods, 

‘ backed by years of experience, 

of 

ly make TESCO your most dependable 

it. 
source of steel castings. 

1\ 

d 

i. Texas Erectric STEEL Castine Co. 

"e mame 


GOOD CASTINGS J HOUSTON, TEXAS 








“Serving Dallas for Over 40 Y ears” 


BUILDING MATERIALS FOR INDUSTRY AND HOME 
e UNIQUE SASH BALANCES ¢ BUILDERS’ HARDWARE 


e PAINT and MOULDINGS e MECHANICS’ TOOLS 
e LUMBER and SHINGLES e LIME and CEMENT 
e SASH and DOORS e WALLPAPER 


OVEs 


ys * LUMBER CO. 


yy gar it 
Your Gucldiug Srove 
MRS .HOMER H.CROVES., PRES. 
106 E.JEFFERSON 


— Sa Na ra GO 





We Have Only the One Location 











2416 Maple Avenue 








DALLAS EXTERMINATING COMPANY 
Complete Pest Control Service 


‘Good service gets business — Better service keeps it."' 


Phone RAndolph 5796 

















LOBBY 
DEPOSITORY 


Open 8 a.m. to 5 p.m. 
on banking days 



















RE: : Le ee 
] ani Feo eRat 
| \ ) AY | —ptrosrt © 
x H| N A tHSURANCE 
“CORPORATION — 
- I : 





e Largest State Bank in Texas 
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New Manager 

Tom D. Willis was recently appointed 
manager of the material handling equip- 
ment renting department of the Texas 
Delivery Warehouse, Inc. He formerly 
was expediter and buyer for Consoli- 
dated Aircraft. Mr. Willis will work with 
customers on material handling prob- 
lems and assist them in the selection of 
equipment best suited to the particular 
job. 

a oe 


WELDON HARRIS has joined the 


| Insurors’ Corporation as manager of the 
| casualty department. Mr. Harris has 


been engaged in the insurance business 
since 1926. Since 1930 he has been with 
the Commercial Standard Insurance 
Company and was a vice president of 
that company prior to joining Insurors’ 
Corporation. 

7 vy 7 


M. L. JOHNSON has been named 
assistant treasurer and acting comptrol- 
ler of the United Bankers Life Insurance 
Company. He is a member of the Inter- 
national Accountants Society and has 
served as an accountant for Southwest- 
ern Life Insurance Company six years. 


7 , y 


The Dallas office of Kerr Steamship 
Company, Inc., has been opened in the 
Cotton Exchange Building. RALPH 
WOFFORD is manager of the Kerr sub- 
sidiary, Thomas Rice & Company. 


f q q 


ERNEST GERDES has been ap- 
pointed manager of the Dallas branch 
of the Hamm-Tex Distributing Com- 


| pany, Inc., of Houston succeeding 


GEORGE NEWHOUSE, who has been 


| promoted to manager of the firms 
| Texas-Oklahoma district. 
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Purchasing Agent 

William H. Haugh has been pro- 
moted to the post of purchasing agent 
of Chance Vought Aircraft this month. 
He has been supervisor of subcontract- 
ing and succeeds William F. Gerety. 






| 


Petroleum Engineer 


A. E. Woerheide, Jr., formerly of 


Wichita, Kansas, and a Shell Oil Com- | 


pany exploitation engineer for 12 years, 
has been named petroleum engineer for 
Byrd Oil Corporation of Dallas, which 
has extensive interests throughout Texas, 
Oklahoma, New Mexico, Colorado, Utah, 
North Dakota and Montana. 


tA , #¢ 


JOHN W. LANGE is now sales man- 
ager of the American Beauty Cover Com- 
pany at 2002 North Field Street. He has 
been with the firm for more than six 
years. 

; + # 


C. E. WILLIAMS has been appointed 
service manager for Dick Price Motor 
Company, Dallas DeSoto - Plymouth 
dealer. He has been manager for a Dal- 
las dealership for the last five years. 
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; Gaylord Boxes Give You 
Extra Sales Messages 


.... Lheyre Iraveling Billboards 


It’s the unseen quality 
that gives you the extra 
margin of safety in 


Shipping containers carrying your 
trademark, sales message or slogan 
provide extra sales contacts. And they 
provide unusual opportunity for seasonal 
merchandising or special promotion deals. 


Because good first impressions are good 
business it pays to ship your products in 
distinctive Gaylord Boxes. 


For helpful information on “advertising on the 
move” get in touch with your nearest Gaylord we: 
Sales and Service office. wk 


GAYLORD CONTAINER CORPORATION 


General Offices: ST. LOUIS 








DALLAS 
7626 Denton Drive... Phone DIXON 1733 
CORRUGATED AND SOLID FIBRE BOXES » FOLDING CARTONS » KRAFT BAGS AND SACKS « KRAFT PAPER AND SPECIALTIES 
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Page 


Picture a Mike without a Pat 

Or a dog not chasing a cat, 

Which in turn should be after a rat; 
But never, never, never, NEVER... 
Imagine Page Clark minus a hat. 


O Mrs, Page Clark. the Community 
Chest’s publicity director and girl- 
about-town, hats are a matter of “basic 
structural design” that are not to be 
taken lightly. Despite all fashion trends, 
she remains loyal to a remarkable col- 
lection of wide-brimmed, flat-crowned 
i ffairs that have become her trademark. 
These hats may be decorated with a 
choice fruit salad or a glittering collec- 
tion of beads, but they still have that 
Page Clark look. Neweomers to count- 
less Community Chest meetings are told 
to check with the “lady in the big hat,” 
and their trail inevitably leads to Mrs. 
Clark. 
This fall as the Community Chest 
drives for a record goal of $1,926,666. 
Mrs. Clark and her amazing hats will 
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Clark 


be running around town more than ever, 
vying for public attention with two gen- 
tlemen named Adlai Stevenson and 
Dwight Eisenhower. 

Chest leaders make no bones about 
the fact that the political show is tough 
competition, but Page Clark is ready for 
the battle. And if previous Community 
Chest records are any criteria, she will 
kelp push the Chest past the two million 
dollar mark. 

Page Clark joined the Dallas Com- 
munity Chest to handle radio and the 
speakers bureau during the 1948 cam- 
paign. She remained with the Chest to 
head publicity after Executive Director 
Fred Lange was impressed that “she had 
more ideas than Heinz has pickles.” 

Mrs. Clark has a curious job for the 
Chest. She doesn’t write newspaper re- 
leases. She no longer prepares radio 
scripts. She doesn’t plan advertising lay- 
outs, 

But from her dishevelled office.  lit- 
tered with red feathers and other Chest 





paraphernalia, she does a vital job. 
There are stories and pictures to set up. 
and Mrs. Clark’s batting average for 
breaking into the newspapers is among 
the highest in town, She advises her as- 
sistants on how to angle stories, maps 
radio series, does the lez work for im- 
portant committees and plans many a 
Chest meeting. 

Despite her terrific work load, Mrs. 
Clark carefully keeps herself in the back- 
eround—at least as much as her hats 
will permit. “Page is a comfortable. 
self-effacing person. She never seems to 
care who gets the credit for all the work 
she does.” says one Chest enthusiast. 

Page Clark (her maiden name was 
Doris Page Batsell) comes from a re- 
markable old Sherman, Texas, family. 
Her father was a federal referee in bank- 
ruptcy and her mother was a sort of 
Cornelia Otis Skinner of her day who 
traveled about doing monologues, 

Page unfortunately did not inherit her 
mother’s talent. Cast as a rich dowager 
in her senior play. she gave the wrong 
cue in the second act and the curtain 
came down twenty minutes too early. 

At Agnes Scott College for Women 
in Decatur, Georgia, Page switched over 
to newspapering where she wrote a 
column called, of all things, “Giddy 
Gossip.” She finished out college at the 
University of Alabama. 

After graduation, Page, a star Camp- 
fire Girl in her childhood, trained at 
New York University as a youth leader 
and soon went to work in Cleveland for 
the Campfire Girls. This was followed 
by a job at the Cleveland Day Nursery 
and her first publicity job —- tub thump- 
ing for the Cleveland Plain Dealer's 
charity football game. Later, as a mem- 
ber of a Cleveland advertising agency. 
Mrs. Clark wrote radio programs for the 
Cleveland Community Fund. 

All this time. Mrs. Clark was suffer- 
ing from a severe case of homesickness. 
When a bunch of Texans piled into 
Cleveland for the Young Democrats 
Convention, Mrs. Clark gave up and 
headed south. 

She couldn’t get the Chest idea of fed- 
erated giving out of her system, nor the 
importance of community welfare nor 
the idea that charity is a matter between 
God and the giver instead of the re- 
ceiver and the giver. 

Soon she was knocking on the Chest 


door. 


DALLAS ¢ SEPTEMBER, 1952 














Or 


nd 
ed- 
the 


}Or 
en 


est 


52 











Joins Motor Lines 


Kenneth E, Ketzel, former general 
manager of a Chicago motor line, has 
joined the staff of Best Motor Lines in 
Dallas as assistant to the president, 
Leonard B. Brown. 


7 : q 


HASSELL L. DAVIS, formerly with 
Pan-American Signs and Dallas Aero 
Service, has been named a special repre- 
sentative of the Gibraltar Life Insurance 
Company of America in the Dallas home 
office. 

¥ y Y 


J. GURNEY WILSON has been se- 


lected district sales representative for 














the Firestone Plastics Company to super- | 
vise sale of all Velon products in the | 


Southwest. Dallas offices of the firm are 
located at 500-2 Exposition Avenue. 


4 7 7 


RICHARD F. FLETCHER and 
FRANK A. FISHER have been named 
associates of J. N. Fisher. Dallas real 
estate operator, to assist in handling of 
sales and leases of commercial and _ in- 
dustrial properties in the Southwest. 


oA 5 A y 


PERCY L. CARPENTER, mayor pro 


tem of Dallas. has been named vice 


president and J. DuVAL WEST elected | 
treasurer of the newly organized Texas | 
Empire Life Insurance Company. which | 


has home offices in Dallas. 


7 y y 


HENRY L. SLEDGE has been ap- | 
pointed office manager and WILLIAM 


J. (BILL) JOHNSTON state manager 
of a newly created special life division 
of Luker’s Insurance Agency, repre- 
sentative of the National Bankers Life 
Insurance Company. 


DALLAS © SEPTEMBER, 1952 





Helping Build the Great Southwest 
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C. H. Zachry, President 
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32 YEARS OF 


Industrial 
AUCTION and 


APPRAISAL 
Service 





bd APPRAISERS? 
epublic Bank Bldg. Phone PRospect 2148 9 


DALLAS » TEXAS 


Contact IRV ROSEN regarding your liquida- 
tion or appraisal problems. No obligation. 





















... IT had listened to that Southland Life Repre- 
sentative back there when he suggested I take 
out an educational policy for Mary and Bob. 
Keeping two children in college is plenty tough.” 


A college education costs a lot of money. So 
if you have youngsters you want to send to col- 
lege someday, better call the Southland Repre- 
sentative and get an educational policy that wilk 
pay for their education whether you live or die. 


Yes, time after time, the Southland Life Repre- 
sentative has proved to be a friend in need. 
Never turn him away—always listen to what he 
has to say—or you may live to regret it. 





ASSETS OVER $156,000,000 
Insurance in force over $725,000,000 
Paid to Policyholders and Beneficiaries 
over $100,000,000 
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INSURANCE COMPANY 


JOHN W. CARPENTER, President Home Office: DALLAS 
“Serving Since 1908" 


LIFE @ ACCIDENT e@ HEALTH © HOSPITALIZATION e@ GROUP 











TWO GREAT NAMES 
IN AIR CONDITIONING 


Matthews Engineering Company 


2122 OLIVE STREET <** 
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Named President 


R. E. Erickson has been appointed 
president and general manager of a new 
company known as Southern Consoli- 
dated Manufacturing Corporation, 
which was established by the grouping 
of three established industries under 
one managerial setup. The three com- 
panies united are Dixie Chrome Prod- 
ucts of Irving. Billingsly Laundry Equip- 
ment Sales Company of Dallas and Con- 
solidated Machine Shops of Irving. J. E. 
McRee is executive vice president in 
charge of sales and J. A. Hadlow is 
treasurer. Irving is headquarters for the 
corporation. 

7 y y 


Now entitled to use F. L. M. I. after 
their names after successfully complet- 
ing exams of the Life Office Manage- 
ment Institute are JOHN J. EVANS. 
assistant actuary: F. GORDON 
GRUBER. policywriting registrar and 
supervisor; W. DAWSON STERLING. 
methods and planning analyst. and 
JAMES M. WHITEHURST. installment 
payments supervisor, all of the home 
office of Southwestern Life Insurance 
Company. 

> 


RAYMOND A. WILLIAMS, JR.. has 
been appointed land manager for the 
M. B. Rudman Company, with oil and 
real estate holdings. Before joining Mr. 
Rudman, Mr. Williams was a partner in 
the Dallas law firm of Alexander, 
George, Russell and Passman, specializ- 
ing in land titles, estates. oil and gas 
properties. 

a 


JOHN GUNSTREAM, president of 
the John W. Gunstream Company of 
Dallas, has been elected first vice presi- 
dent of the National Audio-Visual Asso- 
ciation at the group’s recent trade show 
in Chicago. 
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Accelerating heat input, lowering 
melt time, has become standard practice 
since the Mid-Continent Steel Casting 
Corp., Shreveport, La., has adopted 

the Airco-pioneered Decarb Process 
for steel production. 








CS eegted 


(40 To INCREASE STEEL PRODUCTION 


" use less power- save more time 
WITH AIRCO’S STEEL DECARBURIZATION PROCESS 


Oxygen injected under the slag cover at 80 psi has _ ore handling and storage problems. 


1as become the answer to Mid-Continent’s faster steel 

he production. Oxygen decarburization for faster heats may be 

nd __ put to work for you. The facilities of our Technical 

fr. Increased bath temperature—faster carbon elimi- Sales Division may furnish you with the answers 
nation—lower power consumption . . . time saved you need to know about this process for your use. 





= r heat ives Mid-Continent a product with the : - wet - 
pe sie, «aire : & product wi € — If you are interested in obtaining further informa- 





er, ; Aer 
“i same normal chemistry, slag control and fluidity as tion, please address your nearest Airco = ===— 
ne they formerly received using ore. Additional work- ollie = = 
yas : ‘ : a i ace ; = 1 SS 
flow advantages are gained by the elimination of AT THE FRONTIERS OF PROGRESS YOU'LL FIND aN. ~ > 
— \ 
‘ Air Repuction MaGNoLiA ComPANY — 
of AIF AIRCO) 
psi- A Division of Air Reduction Company, Incorporated 
SO" DEALERS Beaumont ¢ Corpus Christi * Dallas * El Paso * Fort Worth * Hobbs 
ie AND OFFICES IN Houston * Oklahoma City * San Antonio * Shreveport * Tulsa * Wichita Falls 
PRINCIPAL CITIES 
Southwestern Headquarters for Oxygen, Acetylene and Other Gases... Carbide... Gas Welding and Cutting Machines, Apparatus and Supplies... Arc Welders, Electrodes and Accessories 
952 
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During 1952 the Oil Wel! Supply Division of United States Steel 
Company celebrates its 90th Anniversary of Service to the Oil 
Industry... participating in its problems, designing special 
equipment to meet the Industry’s specific requirements, expanding 
service facilities and maintaining diversified stocks to facilitate 
the growth and progress of the Industry’s specialized branches. 
All this demands extensive and intense office detail and paper 
work to keep accurate records. To do this with speed and efh- 
ciency “OILWELL” uses 


RCOGERSNA 


DAULts A §& 
BUSINESS FORMS 


RogersnaP Dallas Business Forms — manufactured in Dallas by 
the largest home-owned and operated business form manufacturer 
in Northeast Texas — takes great pride in supplying and serv- 
icing the business form requirements of OIL WELL SUPPLY. 
RogersnaP Dallas Business Forms are designed to streamline and 
tailored to fit any business requirement. The list of customers 
RogersnaP services reads like “Who’s Who” in Southwestern 


Business. 


RogersnaP Dallas Business Forms can help you, too! Call RI-5816 
NOW and a RogersnaP representative will show you how! 








TELEPHONE 


(ROS) 
BUSINESS FORMS 


139 Howell St. 
Dallas, Texas 















ROGERS PRINTING CO. In The Trinity. Industrial District 


“THE LARGEST HOME-OWNED BUSINESS FORMS MANUFACTURER IN NORTH TEXAS’ 
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Named Vice President 

W. Neill Stewart, Jr.. secretary of the 
Stewart Office Supply Company. was 
elected vice president and secretary. He 
has been with the company since 1939. 
except for World War II service. In 
1946, Mr, Stewart was elected secretary. 
He is lieutenant governor from Texas 
of district nine of the National Station- 
ers and Office Equipment Association. 


~ Heading the adult and young adult 
drama workshops for the Dallas Acad- 
emy of Speech and Drama this fall is 
ROBERT GLENN, actor and director. 
ELEANOR CHAPPELL will direct the 


children’s theater. 


GEORGE W. DOLPH. a Dallas native. 
has joined the staff of Wood. Struthers 
and Company. members of the New 
York Stock Exchange. 


Appointed sales manager of Jan Les- 
lie Hats, Inc., 421 South St. Paul Street. 
was ALBERT H. MITTENTHAL. who 
for the last 16 years has been associated 
with a Dallas drive-in restaurant chain. 


Warren-Teed Products Company of 
Columbus. Ohio, has named R. LEE 
WYMER Southwest regional manager. 


H. T. GALLAND has been named 
service manager of the Doran Chevro- 
let. He has been in the automobile busi- 
ness since 1923. 
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Sales Staff Expanded 


Joseph Maxwell Welsh has been added 
to the Dallas district sales staff of the 
Bovaird Supply Company. He was trans- 
ferred here from Bovaird’s headquar- 
ters in Tulsa. Oklahoma. Mr. We!sh has 
about 20 years of experience in the 
Texas and New Mexico territory. 


5 A 7 Y 
W. W. OVERTON, JR.. chairman of 
the board of the Texas Bank and Trust 


Company, has been named a member of | 
Greenhill School’s board of directors. | 


The school. which has started its third 
year. is located at the corner of Hill- 
crest and Walnut Hill Lane. 


7 q q 


New membership secretary of the 
Downtown Y.M.C.A. is ROBERT V. 
BENDER, a native of Albany, New 
York, who holds degrees from Arnold 
College and Yale University. 


f © a 


GEORGE M. FULLWOOD. a_ 1950 
electrical engineering graduate of South- 
ern Methodist University. has been as- 
signed to Allis-Chalmers Manufacturing 
Company’s Dallas district office. 


v g y 


A native of The Hague, Holland. 
JACK VEEREN, is new manager of the 
Northwest Highway Drive-In Theater. 
coming here from a similar position in 
Houston. 


y of y 


General Aniline & Film Corporation 
has promoted JOSEPH M. McBRIDE 
western regional sales manager of its 
Ansco division. Formerly manager of 
the Dallas district office, the native 
Texan will supervise sales in seven 
States, 
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REAL ESTATE LOANS 


Commercial 
Industrial 
Residential 


‘Real Estate Financing Since 1908’’ 


MURRAY 


INVESTMENT COMPANY 
Convenient Ground floor Location 


Several Parking Stations Just a Few Steps Away 


1315 Why not use our conference Between 
. room—seating up to 25? * 
Pacific Telephone STerling 3361 for Field & 
Ave. information. Akard Sts. 








LANDAUER, GUERRERO and SHAFER 


CONSULTING ENGINEERS 
Air Conditioning, Heating, Ventilating, Electric Wiring and Plumbing 
Design and Supervision 


4801 Lemmon Avenue JU-9562 











A TAILORED Trailer 
For Pipe or Poles 





Telescoping drawbar, dual bolsters loads. Unique dual rear bolster offset 


front and rear and SAE kingpin that fits from center of rear wheels, allowing 
any automatic fifth wheel gives Nabors greater stability, load balance, and as- 
Model TP pipe or pole trailers a tai- suring true trailing. Get complete speci- 


lored ability to fit long and awkward fications on this Model TP Trailer. 


W. C. NABORS CO. 
531 W. Commerce, DALLAS 


Factory & Offices, MANSFIELD, LA. 
Factory Sales and Service Branches 
HOUSTON 3. TEXAS—4201 Harrisburg Blvd 
MEMPHIS, TENN.—206 South Pauline St. 
JACKSON, MISS.—727 South State St. 

















, YUkon-3361 


my Be bea 











JAN:TORS ° MAIDS ° WINDOW CLEANERS ° HOUSE CLEANERS 


ACME BUILDING MAINTENANCE CO. 


1901-15 LAWS STREET FRANK C. JONES PHONE RA-7660 


SIDEWALK WASHING ° HOT FLOOR WAXING 


STEAM CLEANING e 














Investment Bankers 





DALLAS *® TEXAS 
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Receives Promotion 


John M. McCoy has been promoted 
from assistant vice president to vice 
president in charge of real estate and 
construction loans of the Texas Bank 
and Trust Company. Before joining the 
bank in 1947, he was regional rationing 
administrator for the O.P.A. 


A y ry 


JAMES WYCKOFF has been ap- 
pointed head of the decorating staff of 
Sanger Brothers. He was formerly senior 
decorator on the staff of Lord & Taylor 
in New York, where he gained national 
recognition as decorator for the Pace 
Setter House of 1949 for House Beau- 
tiful magazine. 

y y y 


Promoted to general manager of 
Temple Manufacturing Company of Dal- 
las was E. C. ENLOW, treasurer and 
former sales manager. H. LEE BEDING- 
FIELD, secretary, has been moved up 
from assistant sales manager to sales 
manager of the company. 


y A y 


MISS MARGARET MURCHISON 
has come to Dallas from New York to 
join Neiman-Marcus as a buyer for the 
gift shops. Miss Murchison, who holds 
a degree from the Professional Branch 
of William and Mary at Richmond, Vir- 
ginia, previously was overseas with the 
American Red Cross doing public rela- 
tions work and serving as program di- 
rector for a service club. 


7 y if 


HOWARD L. QUAITE has been pro- 
moted to assistant chief accountant at 
TEMCO Aircraft Corporation. Prior to 
his promotion, Mr. Quaite was general 
supervisor of the Dallas manufacturing 
firm’s general accounting department. 
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Public Relations 


W. T. Lynde now directs the petro- 
leum industry’s public relations program 
in Texas, New Mexico, Louisiana, Mis- 
sissippi and Alabama, with headquarters 
in Dallas. He was appointed Gulf-South- 
west district representative in charge of 
the Oil Industry Information Commit- 
tee of the American Petroleum Institute. 
Mr. Lynde has had 12 years experience 
in public relations and newspaper work. 


y 7 y 


Heading the State Bar of Texas Com- 
mittee on Legal Education and Institutes 
for the next year will be GORDON R. 
CARPENTER, Dallas attorney, who is 
executive secretary of the Southwestern 
Legal Foundation at Southern Methodist 
University School of Law. 


7 x y 


W. B. (BILL) ORMAN, formerly with 
Southwestern Life Insurance Company, 
has taken over his duties as manager of 
the Dallas branch of Acacia Mutual Life 
Insurance Company of Washington, 
a. ¢. 

a ae 

The Paper-Mate Pen Company of Los 
Angeles has opened a regional sales of- 
fice in the Santa Fe Building and has 
named LARRY VERNON as regional 
sales manager, 


7 y vg 


Named vice president of the Glenn 
Advertising Agency was ORVILLE L. 
McDONALD, recently an account execu- 
tive and Dallas manager of the Ross Roy 
Advertising Corporation of Chicago. 


y y Y 
JOSEPH NATHAN has been named 
Northeast Texas sales representative for 
the Formfit Company of Chicago with 


headquarters in Dallas. 
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Standard of America 
for 
Style and Value 


That’s why more men 
wear Haggar Slacks 
than any other brand. 
Ask for them by name 


at your favorite store. 


HAGGAR COMPANY @ DALLAS ‘=; 








NO MATTER YOUR LIFE INSURANCE NEED 


there’s a Southwestern Life policy 


to meet your requirements 


FAMILY PROTECTION e BUSINESS LIFE INSURANCE 
GROUP LIFE INSURANCF 





ANNUITIES e PENSION PLANS 








JAMES RALPH WOOD, PRESIDENT 
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DAY-GLO 


This month DALLAS pio- 
neers another innovation 
in the Chamber of Com- 
merce Magazine Field — 
DAYGLO Silk Screen 
Process Color on _ the 
Front Cover and the cen- 
ter spread of a four-page 
insert. 


This marks another step 
forward in the graphic 
presentation of the Dal- 
las Story — another rea- 
son DALLAS ranks as the 
Top Chamber of Com- 
merce Magazine in the 
Nation. 








Constant improvement is 
the Keynote of this 
Thirty-Year-Old Publica- 
tion. Its colorful and 
graphic presentation of 
Dallas Progress sets the 
standard in its field. 


This is another reason 
DALLAS is avidly read 
every month by Key Ex- 
ecutives — the men and 
women who control busi- 
ness buying power in the 
Dallas Area — another 
reason why DALLAS pro- 
duces results. 
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TOM McHALE 


Advertising Manager 














A & P SUPER MARKETS 
ACME BUILDING MAINTENANCE COMPANY 
ADLETA SHOW CASE AND FIXTURE 
MANUFACTURING COMPANY 
Agency—Tracy-Locke Company, Inc., 
Advertising 
AIR REDUCTION MAGNOLIA COMPANY 
Agency—G. M. Basford Company, Advertising, 
New York City 
AMERICAN BEAUTY COVER COMPANY 
AMERICAN IRON & METALS, INC. 

Agency—Russ Jurgens Advertising 
AMERICAN SAVINGS & LOAN ASSOCIATION 
APPRAISAL ENGINEERING SERVICE, INC. 
ATLAS METAL WORKS 

Agency——Gerry berry, 
BANKERS DISCOUNT CORPORATION 

Agency—Durden Associates 
BENNETT PRINTING COMPANY 

Agency—T aylor-Norsworthy, Inc., Advertising 
T. J. BETTES COMPANY 

Agency—Rominger Advertising Agency 
BINSWANGER COMPANY 

Agency—McKee-Thompson & 

Advertising 
BREWINGTON LUMBER COMPANY 
BRIGGS-WEAVER MACHINERY COMPANY 

Agency—Taylor-Norsworthy, Inc., Advertising 
BROWN-ODELL WOODWORKING COMPANY 
CABELL'S, INC. 

Agency—James H. Susong, Adve 
CASA LINDA CATERING SERVICE 
CLOUD EMPLOYMENT SERVICE 
COMMISSARY SERVICE COMPANY 
DALLAS AIR CONDITIONING COMPANY, 
DALLAS EXTERMINATING COMPANY 
DALLAS PIONEERS 
DALLAS POWER & LIGHT COMPANY 

Agency—Taylor-Norsworthy, Inc., Advertising 
DALLAS RAILWAY & TERMINAL COMPANY 

Agency—Ayres Compton Associates, Advertising 
DALLAS TRANSFER & TERMINAL 

WAREHOUSE COMPANY 

Agency—Marvin Winsett Advertising Agency 
DALLAS UNION SECURITIES COMPANY 

agency——Crook Advertising Agency 
JOHN DEERE PLOW COMPANY 
DELTA AIR LINES, INC. 

Agency—Burke 

Atlanta, Georgia 
DICTAPHONE CORPORATION 
DIEBOLD, INC. 

Agency——The Jay H 

Marion, Ohio 
DORSEY COMPANY 
ELECTROTYPE SERVICE CORPORATION 
EVANS EMPLOYMENT SERVICE 
EVANS PRINTING & POSTER COMPANY 
FEATHERLITE CORPORATION 

Agency—Russ Jurgens Advertising 
FIRST NATIONAL BANK IN DALLAS 

Agency—Rogers and Smith Advertising Agency 
J. N. FISHER 
FORREST AND COTTON, 

CONSULTING ENGINEERS 
FULTON BAG & COTTON MILLS 

Agency—H erbert Rogers Co., Advertising 
GAYLORD CONTAINER roa ages plain 

igenc ——_ R and Associates, 

St. Lo 
GREAT- west LIFE —a COMPANY 


y—— Mace Lar Advertising Company, Lid., 


Advertising 


Associates, 





rtising 


INC. 


4 ond 
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Maish Company, 


French 


igen 
Winnipeg, Seeds ba, Canada 


GROVES LUMBER COMPANY 
GULF OIL CORPORATION 
HAGGAR COMPANY 


dgency—Tracy-Locke mpany, Ine 
id rtacang 
SQUIRE HASKINS 
HAUGHTON BROTHERS 
HINTON & LOCKE INC 
HUDSON & HUDSON, REALTORS 
HUNTER HAYES COMPANY 
, } 


INDUSTRIAL PROPERTIES CORPORATION 


. 


JAMIESON FILM COMPANY 


JEFFERSON HOTEL 


Dowling Adams, Inc., Advertising, 
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RUSS JURGENS ADVERTISING 64 
KANSAS CITY SOUTHERN LINES 90 
Agency——R. J. Potts, Calkins & Holden, 
Advertising, Kansas City, Missouri 
KLIMIST STORE FIXTURE 
MANUFACTURING COMPANY 65 
Agency——Stacy Advertising 
LANDAUER, GUERRERO AND SHAFER, 
CONSULTING ENGINEERS 85 
J. W. LINDSLEY & COMPANY, REALTORS 63 
MACHINERY SALES & SUPPLY COMPANY 73 
MATTHEWS ENGINEERING COMPANY . 82 
Agency—R. B. Moreland & Co., Advertising 
SAM ROSS McELREATH COMPANY... 64 
McMATH-AXILROD CORPORATION 3 
aigency—Ray Beall Advertising 
MELTON ADVERTISING AGENCY 67 
MERCANTILE NATIONAL BANK AT DALLAS 96 
Agency—Ratclifie Advertising Agency 
METROPOLITAN BUILDING & LOAN 
ASSOCIATION 39 
Agency—lIra E. DeJernett Advertising Agency 
HENRY S. MILLER COMPANY 49 
MISSOURI-KANSAS-TEXAS RAILROAD SYSTEM 68 
d gencyv—W inius-Lra,don Company, St. Louts 
MURRAY INVESTMENT COMPANY 85 
Agency—McMains, Inc., Advertising 
W. C. NABORS COMPANY 85 
igency—wryan & Bryan Advertising, Shreveport 
S. J. NADEL AND ASSOCIATES 61 
NORTH TEXAS TRAFFIC BUREAU 65 
OLDHAM LUMBER COMPANY 69 
OSAGE a INC. 39 
Agency—Jas. W. Huff Advertising Agency 
PINES cacaancnmats COMPANY 61 
PERSONAL EFFICIENCY INSTITUTE 74 
igeney—-K. J. Burke Advertising, Inc. 
REMINGTON paar INC. 35 
ig neyLeeford Advertising Agancy, Inc. 
New York City 
RiP UBLIC NATIONAL BANK OF DALLAS 30 
4e1ev—Glenn Advertising, Inc. 
ROGERSNAP DALLAS BUSINESS FORMS 84 
Agency—E. R. Henderson & Associates, 
Advertising 
RALPH ROSEN ASSOCIATES 81 
Agency—Kuss Jurgens Advertising 
DALLAS RUPE & SON 86 
Agency—Tavlor-Norsworthy, Inc., Advertising 
SANTA FE RAILWAY 27 
Agency—Leo Burnett Co., Inc., Chicago 
F. H. SHERMAN 69 
SOUTHERN PACIFIC LINES 42 
Agency—Laughlin-W ilson-Baxter & Persons, 
Advertising, Houston 
SOUTHERN TRUST & MORTGAGE COMPANY 49 
SOUTHERN UNION GAS COMPANY 81 
SOUTHLAND LIFE INSURANCE COMPANY 82 
Agency—Grant Advertisi.g Inc. 
SOUTHLAND SUPPLY COMPANY 53 
dgencv—Meiton Advertising Agency 
SOUTHWESTERN BLUE PRINT COMPANY 49 
SOUTHWESTERN LIFE INSURANCE COMPANY 87 
Agency—Crook Advertising Agency 
SPARKMAN-BRAND, INC. 72 
STATE FAIR OF TEXAS 62 
Agency—Ray Beall Advertising 
STELLMACHER & SON 64 
STEWART OFFICE SUPPLY COMPANY 70 
Agencyv——Grant Advertising. Inc. 
GEORGE M. STUART, FLORIST 31 
SUN OIL COMPANY 58 
SYLVESTER'S DISPENSING OPTICIANS 50 
TEXAS BANK & TRUST Company 78 
Agency——Grant Advertising. Ine 
TEXAS BITULITHIC COMPANY 75 
feencv—R. I. Bu tising, Ie 
TEXAS ee, SERVICE 60 
{ _ " Advertising 
TEXAS. ELECTRIC STEEL CASTING COMPANY 77 
_ Db , Hon , 
TEXAS OFFICE acy COMPANY 69 
_ ddvertisin 
rEXAS REFRIGERATION & ENGINEERING 
COMPANY 49 
THOMAS OPTICAL COMPANY 72 
Agency—Dicklow Advertising Agency 
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Padgitt Bros. 
Company 


Leather Goods— 
Wholesale and Retail 


] Dallas Railway 
& Terminal Co. 


Street Railway 


] Huey & Philp 
Hardware Co. 


Wholesale Hardware 


] Dallas Transfer & 
Term. Whse. Co. 


Norehousing, Transportation, 
and Distribution 





Trezevant & 
Cochran 


Insurance General Agents 


] Fakes & 
Company 


Home Furnishings 


The Dorsey 
Company 


Printers — Lithographers 
loners — Office Furniture 


Mosher Steel 
Company 


Structural Reinforcing 
ond 2 wend Repairs 


J. W. Lindsley 
& Company 


teal Estate and Insurance 


William S. 
Henson, Inc. 
Advertising Printing 
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RADE TRIPS and excursions were an essential part of State Fair promo- 

tion 40 years ago. Standing on the right of the platform in the above 1915 
photograph is John R. Babcock, then secretary of the Dallas Chamber of Com- 
merce. Through the years agriculture has played a dominant part in the fair 
and improvements in agricultural methods and farm equipment have been 
an annual fair feature. Fifteen years before the first county fair was held in 
Dallas in 1852, John Deere, a native of Vermont, had given the world the steel 
plow. The Dallas branch of the John Deere Company was founded in 1900 and 
this firm has played an important part in the fair since that time. Today, the 
Texas State Fair is the largest exposition of its kind in the world and the 
John Deere organization, pioneers in mechanized farming machinery, blankets 
the North American continent with 11 factories and numerous branches. 





Business Confidence Built on Years of Service 


Old firms like old friends demonstrate their worth by dependable service through 
long periods of prosperity and adversity. The Dallas business pioneers listed on 
this page have progressed with the city they have helped to build. Their long and 
successful operations point up to the economic power and stability of the com- 
munity. They are counted as “old friends” by thousands of satisfied customers 
in the Dallas Southwest. 


Established 
Sparkman-Brand, 


189 Inc. Morticians 
Originally, Loudermilk, 
Broussard and Miller 
| pq Fleming & 
Sons, Inc. A 
Manufacturers—Paper 
and Paper Products 
199 The Murray Co. 
of Texas, Inc. 
Carver Cotton Gin Division 1807 


Boston Gear Works Division 1880 
Industrial Supply Division 1907 
John Deere 


190 Plow Company 


Agricultural Implements 
Stiers 


TOE cine 


Quality Laundry & Cleaning Service 


90 
1906 taser 


Manufacturers of Envelopes 


and File Folders 
91 
19] 
Stewart Office 


191 Supply Company 


Stationers—Office Outfitters 
19] 4 Texas Employers 
Insurance Ass'n. 


Workmen's Compensation 
Inavrance 


T. A. Manning 
& Sons 


Insurance Managers 
Fire—Casualty 


Red Bryan’s 
Smokehouse 


Barbecued Meats 


W. W. Overton 
& Co. 


Food Brokers 












New Service 


TO AND FROM 


SHREVEPORT 
NEW ORLEANS ¢ 






Now. e e our fast, dieselized freight service is twice daily each way 


beween Dallas and New Orleans, assuring early morning and 





early afternoon deliveries to industries and connections at 
Dallas, and early morning and afternoon arrivals for shippers 
and connections at Shrevepo.t and New 
Orleans. 









The RUSH ROUTE to and from 
the MIDWEST and the SOUTH, 
ALABAMA, GEORGIA, 
MISSISSIPPI and the SOUTH- 


EAST! 
@ 


H. R. WHITING 
District Freight Agent 


G. R. MARYE 
General Agent 


» G. E. CONDRAY 


Commercial Agent 
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WM. ROSS KENNE 


President 


1952 








“Convenience 
Counts with Us” 


Mr. Sparkman, seated right, confers with Bert A. Stitt on arrangements. 


Louis N. Sparkman, President of Sparkman-Brand Funeral Home, 2115 
Ross, tells us that his firm has used our Drive-In Service at least twice a 
week since its inception in 1944. He considers Drive-In-Deposits a real 
“business getter.” He points out that this method of banking saves time, 
eliminates parking, enables you to drive right up to the teller’s window 
without ever leaving your car. “One man can do the banking instead 
of two... but once you’ve tried this convenient method of banking 
you’re spoiled,” he warns. “You’ll never again battle traffic or take the 
time and trouble to park your car. Instead, you’ll drive in on Commerce 


...out on Main.” 


MERCANTILE NATIONAL BANK 








